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DAL VATICANO, June 19, 1935. 





pI Sua SANTITA 


Se 
No. 145936 
DA CITARSI NELLA RISPOSTA Dear Father Schwitalla, 


I am commanded by the Holy Father to convey to you this 
ecknowledgment of the Peter's Pence in the amount of L.It. 
56,060.00 which you presented to Him as the offering of the 
Catholic Hospital Association of the United States and Canada 


during your recent visit to Rome. 


It is not necessary, I am sure, to tell you how deeply His 
Holiness appreciates this generous evidence of the love and ven- 
eration of His children who are dedicating themselves with Christ- 
like charity to the relief of human suffering. Not content with 
giving themselves unsparingly to the service of God in the alle- 
viation of pain and misery in their own countries, they have by 
this munificent gift manifested their desire to participate also 
in the world-wide charities of the Common Father. 


The set of volumes which you offered to Him as a record of 
the work of the Catholic Hospital Association in the United 
States and Canada made a most profound impression upon the 





The Rev. Father Alphonse M. Schwitalla, S.J., 
President, the Catholic Hospital Association 
of the United States and Canada, 


ST. LOUIS. 























Sovereign Pontiff. Beautiful as the volumes themselves are, the 
story they tell of love of God and love of fellow man far sur- 
passes any mere material beauty: it is an epic of consecrated 
souls in pursuit of highest spiritual beauty, a veritable docu- 
mentation in human lives of the Imitation of Christ. 

The Holy Father, touched beyond expression by the affection 
and devotion of the personnel, religious and lay, of the American 
and Canadian Catholic Hospitals towards Him as evidenced by the 
rich spiritual bouquets from all these institutions and deeply 
grateful for all the Holy Masses, all the prayers, all the acts 
of self-denial offered for Him, desires Your Reverence to be the 
bearer of His thanks to these good religious and to their co- 
laborers and to tell them that they have given him great solace 
in the many trials and cares with which His days are full and new 


strength for the heavy responsibilities which ever weigh upon 


Him. 


In pledge of abundant grace and as a mark of particular 
benevolence, He sends to Your Reverence and the other officers, 
to the personnel of the Hospitals and especially to the zealous 
Sisters and Brothers to whom the credit for these magnificent 
institutions is so largely due, His paternal Apostolic 


Benediction. 


With the expression of my own thanks for the beautifully 
bound copy of the Catholic Hospital Directory which you gave me, 
and assuring you of my sentiments of entire devotion in Jesus 


Christ, I am Your Reverence, 


Sincerely yours, 


a 























Messages to the Twentieth Annual 
Convention of the Catholic 
Hospital Association 


From 
His Excellency, The Most Reverend 
AMLETO GIOVANNI CICOGNANI, D.D., 


AposToLic DELEGATE TO THE UNITED STATES 


VERY blessing to the Sisters of the Catholic Hospital Association for their charitable work and best 
wishes for their Convention. 


From 
His Eminence 
DENNIS CARDINAL DOUGHERTY 


ARCHBISHOP OF PHILADELPHIA 


INDEST greetings to the members of the Convention and best wishes for a successful meeting. I pray 
God to bless all and to give His light and strength to the Catholic Hospital Association. 


From 
His Eminence 
PATRICK CARDINAL HAYES 


ARCHBISHOP OF NEw YorK 


ELIGHTED to learn that the Catholic Hospital Association is assembled to further the noble work of 
the members not only by advances in scientific technique but especially in the spirit of Christ whose 
blessing makes science a Handmaid of the Lord for suffering humanity. 


From 
His Excellency, The Most Reverend 
JOHN JOSEPH GLENNON, 
ARCHBISHOP OF St. Louis 
HonorRARY PRESIDENT AND ADVISER OF THE CATHOLIC HospiTAL ASSOCIATION 


VERY much regret my inability to be with you at the Convention of the Catholic Hospital Association 
which is to be held in Omaha commencing next Monday. As you know, the annual retreats for the priests 
of the diocese commence next Monday at Kenrick Seminary. 


WOULD like, however, for you to say to the assembled delegates to the Catholic Hospital Convention 

and their friends that I am most deeply interested in the spiritual development of their institutions and 
also in their material prosperity. As I am sure they know, and as we all indeed feel it, the country is under- 
going great changes both industrially and commercially and religiously and that whether the leaders intend 
it or not the trend of the movement is almost completely secular. This, however, should not prevent all our 
Catholic forces from working in conjunction or paralleling every feature of the movement that tends to the 
well-being of the people. 


N THE meantime while this national evolution or devolution is taking place the nation itself is sick. The 
Catholic Hospital Association as a consequence has a large and noble part to play since its vocation is in 
Christ’s name to take care of the sick, whatever be the character of their sickness. 


OU have, I am sure, the blessing of the Holy Father for the Association and its Convention. Perhaps in 
all humility I may add mine own, and wish you and the Association the largest measure of success. 
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From 

Their Excellencies, The Most Reverend 

PAUL BRUCHESI, ArcusisHop or MONTREAL, 

The Most Reverend 

GEORGE GAUTHIER, Coapyutor-ARCHBISHOP, 

and The Most Reverend 

ALPHONSE EMMANUEL DESCHAMPS, Avuxiriary BisHop 

HEIR Excellencies Archbishop Bruchesi and Coadjutor-Arch- 

bishop Gauthier join with me in offering you the assurance 
of our best wishes for the success of your Convention at Creighton 
University. 

We are most happy and pleased to know of the interest shown 
by and the favour received from His Holiness, ard we assure 
you that at all times we are at your service in furthering the cause 
of Catholic hospital work. 

x . * 
From 

His Excellency, The Most Reverend 

ALFRED ARTHUR SINNOTT 

ARCHBISHOP OF WINNIPEG 

REETINGS from the North and best wishes for the success 
of the Convention. As a non-Catholic wrote me recently, 
“Your nursing Sisters are meeting the public most graciously and 
rendering a service that cannot be measured in terms of money.” 
* * * 
On behalf of 

His Excellency, The Most Reverend 

MICHAEL J. CURLEY, 

ARCHBISHOP OF BALTIMORE 
From 

The Reverend Joseph M. Nelligon, Secretary 

HE Archbishop is making his retreat and will leave for the 
other side on the twenty-third. I am sure that he would be 
only too happy to send the very best of good wishes to the hos- 
pital Sisters. 
* * * 
From 

His Excellency, The Most Reverend 

JOHN T. McNICHOLAS, O-P., 

ARCHBISHOP OF CINCINNATI 

TRUST that the Catholic Hospital Association Convention 

in Omaha will afford the Sisters the opportunity to find the 
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solution of some of the most pressing problems of our hospitals. 
Our Sisterhoods with a true religious spirit, unsurpassed courage, 


resourcefulness, and great personal sacrifices, are scientifically 
caring for the sick of all groups, trusting implicitly in divine 
Providence that their work is God’s work. May the Holy Spirit 
guide you and the Sisters in your deliberations. 

* * x 
From 

His Excellency. The Most Reverend 

EDWARD MOONEY, 

ARCHBISHOP-BIsHOP OF ROCHESTER 

LEASE convey my cordial greetings to the members of the 

Catholic Hospital Association together with the expression 
of my deep appreciation for the work which the Association is 
doing to increase the effectiveness cf their consecrated service to 
suffering humanity and the assurance of an earnest prayer that 
the proceedings of the Convention may with God’s blessing be 
fruitful in advanced knowledge, renewed inspiration, and ever 
widening co-operation. 

* * * 

From 

His Excellency, The Most Reverend 

EDWARD D. HOWARD, 

ARCHBISHOP OF PORTLAND, OREGON 

DO wish you to know that the work you are doing is one 
which I consider most important ard one for which I pray 
constantly. 
* * + 
From 

His Excellency. The Most Reverend 

ARTHUR J. DROSSAERTS, 

ARCHBISHOP OF SAN ANTONIO 

OUR letter just reached me while stopping for a few days 

of rest at Santa Rosa, the great Catholic hospital of San 
Antonio. So you may know that I feel a keen interest in the 
Omaha Convention. 

Our devoted Sisters so nobly doing God’s work in the service 
of suffering humanity are not only Apostles of Charity; by their 
example and devotion they are presenting the best possible picture, 
understood by all, by the Catholic and non-Catholic world, of 
the soul of God’s Church and thus most effectively contribute 
to the spread of Christ’s kingdom in our midst. 
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CATHOLIC HOSPITAL ASSOCIATION, CREIGHTON UNIVERSITY, OMAHA, NEBR. 


May the Holy Ghost direct and guide the deliberations of the 
Convention and may God’s richest blessings descend upon every 


participant. 
I'll be with you in spirit and prayer. 
* * * 
From 
His Excellency, The Most Reverend 
WILLIAM MARK DUKE, 
ARCHBISHOP OF VANCOUVER 
YRDIAL greetings to all from Vancouver. The sublime aposto- 
late is becoming ever more illustrious due to the deep spiritual 
life of the Sisters and benign Catholic influence on higher educa- 
tion. 
. 7 * 
From 
His Excellency, The Most Reverend 
SAMUEL A. STRITCH, 
ARCHBISHOP OF MILWAUKEE 


LLOW me to express my deep appreciation of the work of 
- the Association and to offer my prayers for its further 
progress. 
. * * 
From 
His Excellency, The Most Reverend 
JOHN J. MITTY, 
ARCHBISHOP OF SAN FRANCISCO 


AM very happy to send my cordial greetings to the Sisters 
assembled at the annual Hospital Convention. Their work for 
the sick and the afflicted, year in and year out, has brought a 
benediction upon the Church in the United States. From my 
heart I pray upon them all every best blessing from God. 
* * * 
From 
His Excellency, The Most Reverend 
RUDOLPH A. GERKEN, 
ARCHBISHOP OF SANTA FE 


HASTEN to assure you and the delegates to the Convention 
of my most earnest prayers during these days for the success 
of the Convention. May God bless the deliberations with abundant 
fruits and may He irsnire the Catholic Hospital authorities to 
carry cn with determination and without having to appeal to 
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the government for aid whereby they would no doubt invite 
interference in policies pregnant with many dangers 


* * * 
From 
His Excellency, The Most Reverend 
EMILE YELLE, P.SS., 
CoapyuTOR ARCHBISHOP OF ST. BONIFACE 


7 INDLY offer the Reverend Sisters of the Catholic Hospital 
Association best wishes for a successful Convention. I heartily 
call the blessing of God upon this impertant gathering. 
* * * 
From 
His Excellency, The Most Reverend 
ALEXANDER J. McGAVICK, 
BisHop oF La Crosse 


BEG to express high appreciation of the wonderful spiritual 
good accomplished by our devoted Sisters in their hospitals. 

Through their constant association with the sick of all classes 
they constitute an important agency of the Church in propagating 
Catholic life, eliminating prejudice, and in bringing about con- 
versions to the faith. 

True soldiers of Christ, moving forward amid the vapors of 
death, the Sisters in our hospitals are fighting a great battle for 
the Church. 

* * * 
From 

His Excellency, The Most Reverend 

JOHN B. MORRIS, 

BisHop oF LittLe Rock 


Y BLESSINGS and best wishes for the Catholic Hospital 
Convention. I pray the Lord to bless your deliberations. 
May the Sisters derive great fruit from them. 
. = & 
From 
His Excellency, The Most Reverend 
JOSEPH F. BUSCH, 
BisHop oF St. CLoup 


LEASE convey to the officers and members of the Catholic 
Hospital Association, in convention assembled, my best wishes 
and the assurance of my prayers for the success of their work. 
In harmony with the sentiments of our Holy Father, I would 
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beg to suggest to the good Sisters that they endeavor to culti- 
vate an habitual consciousness of the Holy Spirit, dwelling and 
working in their souls. This intimate partnership or grace, gives 
dignity, efficacy, and merit to all work done in conformity with 
the Divine Will. The thought that we are thus privileged to 
participate in the working out of God’s designs for His Glory 
and the eternal happiness of souls will be a powerful stimulant 
for us to do our utmost in every daily task. 
ss “o 


From 
His Excellency, The Most Reverend 
VINCENT WEHRLE, OS.B., 
BisHop OF BISMARCK 


ROM my Diocese, the pioneer hospital Sister, Sister Boniface, 

O.S.B., will attend the Convention at Omaha. Thanks to God 
we have four hospitals conducted by Sisters within our diocese, 
and I can testify these hospitals help very much to bring the 
non-Catholics nearer to our Holy Church. Thanks to God, they 
are faithful to their religious vocation and practice Christian 
Charity in a high degree. 

I wish to the Congress God’s special blessing and hope that for 
the whole future our hospital Sisters will never let themselves 
be influenced by some movements that try to spread unchristian 
principles, birth control, and other nonsense into hospitals. Jesus 
Christ and His Catholic Church will always be our guides in 
opposition to so-called improvements spread by infidels that rob 
men of their dignity. 

. ££ * 
From 

His Excellency, The Most Reverend 

JOSEPH SCHREMBS, 

BisHop OF CLEVELAND 

INDEST good wishes to the members of the hospital Con- 

vention. I have very happy recollections of the Cleveland 
Convention. May I be permitted to stress the importance of 
fidelity to religious ideals, education under Catholic auspices, and 
the importance of the closest co-operation with diocesan au- 
thorities. My hearty blessing to all members. 


© * * * 


From 
His Excellency, The Most Reverend 
T. J. TOOLEN, 


BisHop OF MosILe 


INDLY extend to the Sisters of the Catholic Hospital Asso- 
ciation my most cordial greetings and my best wishes for 
the success of their Convention. 

I know that the Great Healer Himself will be present at their 
deliberations, and I pray Him to bless the good Sisters most 
abundantly and cause them to make even greater progress in 
knowledge and efficiency but especially in charity which, of 
course, is the great purpose to which their lives are dedicated. 

* * * 


From 
His Excellency, The Most Reverend 
HENRY ALTHOFF, 
BisHoP OF BELLEVILLE 


ORDIAL felicitatiors on the inspiring message of the Holy 
Father. The strengthening of the spiritual life and the higher 
education of the Sisters recommended by His Holiness empha- 
sizes the high mission of the Catholic hospital to promote the 
social betterment of the world and to manifest the powerful in- 
fluence of Christian Charity. My best, wishes and blessings on the 
Convention. 
* * * 
From 
His Excellency, The Most Reverend 
JOHN J. CANTWELL, 
BisHop oF Los ANGELES AND San DIEGO 


YOU and the delegates to the Catholic Hospital Associa- 
tion I send warmest felicitations and my best wishes for a 
very successful and fruitful Convention. I trust that the spiritual 
value of a Catholic hosptal will be strongly emphasized. 
* * * 


July, 1935 


From 
His Excellency, The Most Reverend 
JOHN MARK GANNON, 
BisHop oF ERIE 


I AM pleased to send my greetings, good wishes, and blessing 
to the officers and Sisters of the Catholic Hospital Association. 
May the Holy Spirit shed light upon your deliberations in these 
ugly times when so many leaders have moved by experiment in 
directions away from the holy will of God and the morality of 
the Catholic Church. I hope you will be able to elucidate clearly 
the morality of Christ and the spiritual way of life. 
es & @ 


From 
His Excellency, The Most Reverend 
CHRISTOPHER E. BYRNE, 
BisHop oF GALVESTON 


— and blessings to the Catholic Hospital Asso- 
ciation assembled in Convention at Omaha. 

In spite of the beautiful truth of His teachings, so clearly and 
eloquently preached by Our Blessed Lord, even He had to appeal 
for full conviction and faith to His Works. 

The complaint against our preaching from our pulpits to- 
day would be more widespread and better founded had we no 
“works” to which call might be made. 

How abundantly the Sisters in our hospitals furnish “works” 
to strengthen our poor preaching, God only knows. They indeed 
are, “lovers of the brotherhood, merciful, modest, humble.” 


* x * 


From 
His Excellency, The Most Reverend 
EDMUND HEELAN, 
BisHop oF Sioux City 


UR Catholic hospitals have given splendid service and the 
Religious in charge deserve the gratitude of the nation. May 
God bless your Convention. 
* * * 


From 
His Excellency, The Most Reverend 
THOMAS E. MOLLOY, 
BisHop OF BROOKLYN 


ERMIT me to express the hope that you will be favored with 
a very large attendance and the fullest measure of success 
in the deliberations and decisions of your coming Convention. 

At the same time, I shall express the hope that your notable 
gathering, especially of the good Religious women who will at- 
tend the Convention, will be especially blest by God to intensify 
their zeal and increase if possible their charitable spirit in the 
very worthy and important work of Catholic hospitalization. 

As our Holy Father has indicated in this field of beneficence 
as in any other which may claim the attention and energies of 
our Religious, it is supremely important that the primary object 
ef religious life and labor, namely, personal sanctification, should 
be constantly in view. 

A fuller and more perfect realization of vocational aspirations 
and aims will insure a greater sanctifying influence and a more 
faithful devotion to duty in the field of hospital endeavor and 
in promoting the corporal and spiritual works of mercy for the 
suffering and needy. 

I renew my expression of sincere hope that you and your asso- 
ciates and the members of the Convention will be favored with a 
particular expression of Divine blessing and guidance. 


* * * 


From 
His Excellency, The Most Reverend 
JOSEPH H. PRUD’HOMME, 
BisHop OF PRINCE ALBERT 
HE work accomplished by our nursing Sisters is so great 
that I will offer Mass tomorrow for them that God may 
bless a hundredfold their priceless service to suffering humanity. 
Wishing the Convention every success, please assure the Sisters 
of my whole-hearted support and co-operation in their splendid 


work. 
* * * 
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From 
His Excellency, The Most Reverend 
PATRICK BARRY, 
BisHop oF St. AUGUSTINE 


HE Nursing Sisterhoods and the religious orders engaged 
in hospital work deserve the highest praise and gratitude of the 
nation. Under the leadership and counsel of the hierarchy, greater 
efficiency and spiritual rewards should attend their labors and 
sacrifices. 
* * * 
From 
His Excellency, The Most Reverend 
JOHN J. SWINT, 
BisHop OF WHEELING 


N APPRECIATION of the excellent work done by our Sisters 

in our hospitals, I send them my greetings at the Ccnvention of 

the Catholic Hospital Association, and beg God’s blessing upon 
their Convention and upon its work. 
* * * 


From 
His Excellency, The Most Reverend 
ALPHONSE O. GAGNON, 
BisHOP OF SHERBROOKE 


N THE occasion of this convention, all the choicest blessings 
upon each Reverend Sister attending the meeting. I wish 
you all success in the devoted work to the sick for the love of 
the Divine Master. May the convention be most successful. 
* * * 


From 
His Excellency, The Most Reverend 
JAMES A. GRIFFIN, 
BISHOP OF SPRINGFIELD, ILLINOIS 


NGRATULATIONS on the recent approval of our Supreme 
Pontiff on the activities of the Catholic Hospital Association. 
We all accept loyally and most obediently the decision of our 
Supreme Pontiff in emphasizing the importance of the spiritual 
life of the Sisters and the higher education under Catholic auspices 
and under circumstances which will enable them to preserve the 
spirit of their particular religious Congregation. I know that 
every Bishop in the United States will approve and heartily con- 
cur in the suggestion and advice of our Supreme Pontiff who is 
unquestionably the world’s great leader in this very unhappy 
world in which we live today. 
* * * 
From 
His Excellency, The Most Reverend 
FRANCIS C. KELLEY, 
BisHop OF OKLAHOMA City AND TULSA 


HIS letter will, I hope, reach the Convention in time. I am 
giving a retreat here to the diocesan clergy. 

If a word from me can give the associated Sisters and medical 
men and women a bit of encouragement, I would not for worlds 
withhold it. The hospital Sisters in Oklahoma have never given 
their Bishops anything but consolation and edification. Their 
kindness, generosity, and charity seem to have no limits. I can 
only judge by what I see and know. I have, in the Oklahoma 
hospital Sisters, seen only what was ideal and I have known of 
them only what was good. 

The Association itself has done wonders for our Catholic hos- 
pitals. The Holy Father did not say too much. May God direct 
the Association along the selected way in unity and wisdom. 
May its members increase in zeal for souls and love for the 
afflicted. 

:S + 
From 

His Excellency, The Most Reverend 

RICHARD O. GEROW, 

BisHop oF NATCHEZ 


SEND you my greetings and best wishes. During the Con- 
vention of the Catholic Hospital Association I shall remember 
the Association in my Masses and prayers that God may guide 
your deliberations and may enable you not only to continue 
but to extend the noble work that you are doing. 
* . * 
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From 
His Excellency, The Most Reverend 
JOHN F. NOLL, 
BisHop OF Fort WAYNE 


AM sending you my blessing and my best wishes for the 

success of the Convention of the Catholic Hospital Association 
to be held next week. Your organization, working in every diocese 
in complete harmony with its Ordinary, should be able to accom- 
plish much towards the infiltration of the high ethical standards 
of the Catholic Church, especially into the nursing schools and 
hospital staffs. 

All tendencies in the moral order, outside the Catholic Church, 
are towards pagan practices, and we should make the fullest use 
of our hospitals’ strength to curb them. 

* * . 
From 

His Excellency, The Most Reverend 

MAURICE F. McAULIFFE, 

BisHop OF HARTFORD 


AM happy to commend the high standards attained by the 
Catholic hospitals of the United States and Canada. This is 
due in large measure to the efficiency, self-sacrifice and devotion 
of our Sisters. The maintenance of deeply spiritual ideals and the 
advancement in higher education in Catholic colleges and univer- 
sities promise greater and richer service for the sick and afflicted. 
* + * 
From 

His Excellency, The Most Reverend 

FRANCIS M. KELLY, 

BisHop OF WINONA 

URING the coming week you will be directing the meeting 

of the Catholic Hospital Association in Omaha. May I take 
this opportunity to offer to you and to the assembled Sisters 
from our many hospitals my sincerest good wishes for a most 
successful Convention. 

I was greatly pleased with the program which was arranged 
for the meeting and I know that all who are able to attend will 
gain much which will make for the welfare of hospitals through- 
out the country. 

May God bless the annual meeting of the Catholic Hospital 
Association and its work. 

+ + * 
From 

His Excellency, The Most Reverend 

HENRY P. ROHLMAN, 

BisHop OF DAVENPORT 


BEG leave to acknowledge the receipt of your kind invita- 
tion to attend the Convention cf the Catholic Hospital Asso- 
ciation to be held in Omaha next week. 

Since previous engagements will prevert my being present I 
wish to avail myself of this method of extending to you and to 
the members of your Association my heartfelt congratulations 
on the work done in the past and to assure you of my deep 
interest in and my best wishes for your future welfare and 
progress. 

How dear your work must be to the heart of our Holy Father 
who is so intensely interested in the promotion of Catholic Action. 
Where can the principles of Catholic Action be better exemplified 
than in our Catholic hospitals? What group expresses its in- 
spiring motives more thoroughly than do our good Sisters, whose 
entire lives are devoted to its cause? May all who attend the 
Convention catch the spirit of the diffuse charity of Christ, 
and Catholic Action will be seen at its best. 

* * * 
From 
His Excellency, The Most Reverend 


JOHN M. McNAMARA, 
AuxILiary BisHop OF BALTIMORE 
PRAY that the Sisters of the Catholic Hospital Association 
who devote their lives to the alleviation of suffering in the 
name of Christ will meet with every success in making Christ 
and the Church better known and loved. 
Ss *« 6 
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From 
His Excellency, The Most Reverend 
FRANCIS JOHANNES, 
BisHop OF LEAVENWORTH 


the Annual 
our 


INDLY extend our greeting to the delegates at 
Catholic Hospital Association Convention and 
wishes. 

Our Catholic hospitals are continuing a work of charity which 
had its incipiency in Apostolic times and has been a blessing to 
mankind throughout the centuries. The more of love the Sisters 
put into their work the more will it become a source of joy 
and merit to them. 


best 


a. 


From 
His Excellency, The Most Reverend 
EDWARD F. HOBAN, 

BisHop OF ROCKFORD 


INCERE good wishes to the officers and delegates at the 


Annual Hospital Meeting. May God inspire and bless your 
deliberations. Regards. 





From 
His Excellency, The Most Reverend 
GEORGES COURCHESNE, 


BisHop OF RIMOUSKI 


BEG to transmit to the Sisters of the admirable Association 

of Catholic hospitals of Canada and United States now as- 
sembled in their Annual Meeting, the assurances of the deepest 
regard of the Bishop of Rimouski. I unite my humble voice with 
that of the common Father of all faithful to encourage the 
religious at the hospitals to remain faithful to spiritual principles 
and to the closest prayerful union within the mystical Body cf 
Christ which inspired the Founders of our Sisterhoods. We regard 
the Sisters as the most powerful helpers in the sacerdotal ad- 
ministration in these times. 

* * * 


From 
His Excellency, The Most Reverend 
J. H. SCHLARMAN, 
BisHop OF PEORIA 


BI caritas et amor, ibi Deus est.”— Mandatum, Maundy 

Thursday. That, I think, expresses the deepest reason for 
your work among the sick and suffering. God bless the Catholic 
Hospital Association and its President. 
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On behalf of 
His Excellency, The Most Reverend 
LOUIS B. KUCERA, 
BisHop oF LINCOLN 

From 
The Reverend L. N 


REGRET to inform you that His Excellency is absent from 

the city. He will not return until September. It will, therefore, 
be impossible to have a message from him during the Hospital 
Convention to be held in Omaha. However, His Excellency has 
directed me during his absence to attend the Convention in per- 
son. 


Barnes, Chancellor 






From 
His Excellency, The Most Reverend 
JAMES A. McFADDEN, 


AUXILIARY BisHop OF CLEVELAND 
\ ITH recollections of your wonderful Convention in Cleve- 
land, I hepe that your Convention in Omaha will achieve 
greater things for our hospitals. 


* * 





From 

His Excellency, The Most Reverend 

JAMES E. KEARNEY, 

BisHop OF SALt LAKE 
Bene Bishop of Salt Lake sends his blessing to all in attendance 

at the Catholic Hospital Convention and assures them of his 

sincere prayers for the guidance of the Holy Spirit in their de- 
liberations. 


From 
His Excellency, The Most Reverend 
JOSEPH E. McCARTHY, 


BisHop OF PorTLAND, MAINE 
V E ARE most happy to add our word of sincere apprecia- 
tion to that of Our Holy Father in favor of the excellent 
work of your Catholic Association. 


From 

His Excellency, The Most Reverend 

L. J. ARTHUR MELANSON, 

BisHop OF GRAVELBOURG 

hearty congratulations on the 
Holy Father upon their work. 


my 


| gprneonce ted to the Sisters 
the 


remarkable blessing of 
Best wishes for the future. 





GATHERING OF SISTERS AND FRIENDS AT THE ENTERTAINMENT ON THE GROUNDS OF CREIGHTON UNIVERSITY, 
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From 
His Excellency, The Most Reverend 
JOSEPH E. RITTER, 
BisHop OF INDIANAPOLIS 


LEASE tell the good delegates to the Catholic Hospital Asso- 
ciation that they have my prayers and good wishes. 

May I ask the blessing of God upon your deliberations. 

a: * * 
From 

His Excellency, The Most Reverend 

JOHN A. DUFFEY, 

BisHop OF SYRACUSE 

ONGRATULATIONS and best wishes to all assembled in 
Convention. 


From 
His Excellency, The Most Reverend 
GERALD SHAUGHNESSY, S.M.., 
BisHop OF SEATTLE 


REETINGS and Ged’s blessing and guidance on your de- 
liberations. 


From 
His Excellency, The Most Reverend 
CHRISTIAN H. WINKELMANN, 
AuxILiary Bisnop or St. Louis 


EXTEND to you and to all of the members of the Catholic 

Hospital Association cordial greetings and best wishes for a 
very successful Convention. 

* * * 

On behalf of 

His Excellency, The Most Reverend 

WILLIAM D. O'BRIEN, 

Auxmiary BisHop oF CHICAGO 
From 

The Right Reverend Monsignor Eugene J. McGuinness 


FEEL confident that were Bishop O’Brien present, he would 
be only too happy to send you a message of congratulation 
and best wishes on the splendid work that is being accomplished 
by both Sisters and nurses through the efforts of the Catholic 
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Hospital Association. We feel that through it a higher tone has 
been given to the services rerdered ard that they are more 
closely attuned to the wishes of Our Holy Father along these lines. 
. . * 

From 

His Excellency, The Most Reverend 

JOHN HUGH MacDONALD, 

BisHOP OF VICTORIA 


Y PRAYERS and best wishes that God may bless your de- 

liberations for an increased benefit to suffering humanity 
and for the spiritual and educational advancement of Sisters en- 
gaged in hospital service. 


From 
His Excellency, The Most Reverend 
R. H. DIGNAN, 
BisHop oF SauLt Ste. Marie 


WISH to endorse your splendid werk in the matter of our 

Cathclic hospitals. I offer my sincerest congratulations to your 
organization, and wish you all success in all your praiseworthy 
endeavors. 


From 
His Excellency, The Most Reverend 
ALFRED ODILON, 
BisHop OF Trois-RIVIERES 


LEASE extend to the Cathclic Hospital Association of the 
United States and Canada in Convention at Creighton Uni- 
versity my congratulations for their work past and my best 
wishes for their success in the future. 
* * = 
From 
The Very Reverend JOHN J. BURKE, C.S.P., 
GENERAL SECRETARY, 
NaTIONAL CATHOLIC WELFARE CONFERENCE 


M* PRAYERS and good wishes are with you and Catholic 
1 Hospital Association for coming Convention. I congratulate 


you on your able leadership and I pray that the Association 
continue and increase its united work for Glory of Christ and 
His Church and care and well-being of our people. 


* * * 



































The Hospital’s Obligation for the Spiritual 


Care of the Patient 


WHEN Our Divine Lord and Savior, Jesus Christ, 
spoke to His disciples, before sending them forth to 
labor in the harvest of souls, He told them, among 
other things, “To heal the sick.”” He Himself showed 
the way both by teaching and example. The Gospels 
give us many illustrations of His great concern and 
tender compassion for suffering human beings, and 
the Sacrament of Extreme Unction was instituted by 
Christ, not only for the spiritual benefit of the sick, 
but also for the restoration of their bedily health. 
Following His instructions, the care of the sick has 
been undertaken as a work of the Church since its 
earliest days. 

Like the other works of Christian charity, this care 
was from the beginning the sacred duty of each of the 
faithful, but it devolved in a special way upon the 
bishops, priests, and deacons. The origin of the hos- 
pital is traceable to the charitable efforts of the early 
Christian Church, when canon law imposed this care 
upon the bishops as one of their sacred duties. The 
history of hospital development since that time is 
intimately connected with the history of Christian 
charity. 

Today we find the hospital to be a highly scientific, 
specialized center. Marvelous progress has been made 
in the last century, and much of the scientific devel- 
opment has been fostered by hospitals under Religious 
auspices —in hospitals conducted by Sisters who 
devote their lives to the care of the sick. It is mainly 
through these Religious communities that the Church 
continues to carry on her great work of caring for 
suffering humanity. 

The care of the sick from the Catholic viewpoint 
takes on a dual aspect, the physical and the spiritual. 
While we endeavor to give the patient the best med- 
ical, surgical, and nursing care that medical science 
has developed, we must always remember that the 
ultimate end of our hospital effort is the sanctification 
and the salvation of souls. In other words we recognize 
the primacy of the spiritual, and we are solicitous of 
the body, shattered by disease and sickness because 
we want to reach the immortal soul which therein 
resides. 

The philosophy of the Catholic hospital work finds 
its basis in the principles of Catholic charity as in- 
troduced into this world by Christ. That philosophy 
flows as effect from cause from the theology of charity. 
There is an inextricable link between the two; since 
each is motivated by and forms its basis in the twin 
commandments of love: “Thou shalt love the Lord 
thy God, with thy whole heart, with thy whole mind; 
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This is the greatest and first Commandment; The sec- 
ond is like this: Thou shalt love thy neighbor as thy- 
self.” Thus, in the words of Sacred Scripture we sum 
up the why and the wherefore of the Catholic hospital. 

The subject assigned to me is, “The Hospital’s 
Obligation for the Spiritual Care of the Patient.” 
While in the order of treatment the physical comes 
first, we can never overlook the spiritual; because 
without it, the Catholic hospital would not justify its 
existence and the term “Catholic” would be a mis- 
nomer. 

Since we are dealing with a special phase of the 
care of the patient, let us for a few moments consider 
the subject of that care, man. Man is a rational 
animal; by that, we simply mean that he is composed 
of body and soul, matter and spirit. The two conjoin 
to make up a totality, known as a person. When an 
individual becomes sick or meets with an accident, 
it is his natural instinct to do all in his power to re- 
gain his health. He makes every effort to procure med- 
ical or surgical assistance, which will speedily return 
him to health. When he enters the hospital, it is his 
primary purpose to seek physical care and treatment. 
We recognize then that the first obligation of the 
hospital is to provide that physical care. However, 
since man is composed of something more than mat- 
ter, we know that there are elements beyond the 
material, which have a very definite effect upon the 
total being. While it is the body that the hospital is 
called upon to treat, it must be recognized that the 
spiritual and mental often have a large effect on the 
response of the patient to medical care. For this 
reason, medical science today attempts to treat the 
patient who has the disease, and not merely the dis- 
ease. The spiritual side of man is such a vital part 
of him that it must be considered in treatment. Spir- 
itual composure is such an important factor for effec- 
tive medical care that it may be termed a component 
in medical treatment. 

In 1932, the Committee on Functions of the Amer- 
ican Association of Medical Social Workers made a 
study focusing upon the social component of illness 
which study showed that not only group relationships, 
but psychological and emotional aspects were factors 
having a bearing upon medicine and the medical in- 
stitution. They endeavored to find out whether social 
factors were related to illness and the patient’s care 
or not, whether or not they really had a bearing on 
the etiology, diagnosis, and treatment of disease. If 
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so, then it is a part of good medical treatment to 
treat these aspects of life. The results of these studies 
indicate that social factors are to a considerable degree 
related to medical, and that there is such a thing as a 
social component in medicine; that social maladjust- 
ments, human relationships, economic conditions, and 
other social factors can contribute to the cause of dis- 
ease and can affect the patient in his response to treat- 
ment and convalescent care. The medical-social case 
worker endeavors to deal with such problems in con- 
junction with the medical doctors. Today, most med- 
ical authorities recognize this work as a valuable ad- 
junct for the medical efficiency of hospital practice. 

What about a spiritual component in medicine? 
And, I ask this particularly of the Catholic hospital 
patients. Surely when we consider the makeup of the 
Catholic patient, we must recognize that he has a 
conception (especially vivid in times of illness) of a 
something which has a further-reaching value than 
the material or the social. I refer to his conception of 
the primacy of the spiritual. If the social has such a 
bearing when it concerns the temporary and the 
transient things of life, how much more will the spir- 
itual play a part when we are dealing with those who 
believe that this life is merely a period of probation 
through which we are passing enroute to Eternity. 
In dealing with patients, it seems to me that even the 
non-Catholic, or public hospital, cannot overlook the 
spiritual side of the patient, and this is particularly 
true if the patient is a Catholic. In recent years, I feel 
that the effect of the spiritual on the physical is being 
more and more recognized. As the editor of Hosprrar 
Procress mentioned in a recent editorial : 

During the past few years it happens relatively rarely that 

a Catholic priest does not find free access to Catholic patients 
in non-Catholic hospitals. . . . : As an understanding of Cath- 
olic principles in these matters becomes increasingly wide- 
spread, as non-Catholic physicians learn to understand the 
Catholic mind, as hospital administrators and nurses ap- 
preciate better the deep consolation which comes to the 
Catholic heart at the moment of death and serious illness 
through the reception of the Sacraments, the presence of 
the priest at the bedside of the patient will be increasingly 
demanded. We know of many instances in which a non- 
Catholic doctor not only counsels but has insisted that a 
priest be summoned to the side of his Catholic patient. 
In my own experience, as chaplain in a government 
hospital, I have had doctors, some of whom were non- 
Catholics, approach me and say, “Father, I don't 
know what is wrong with Mr. So-and-So, — perhaps 
if you see him, you may be able to straighten him 
out on some matters beyond my realm.” Such cases 
have often proved to me that the spiritual does have a 
relation to the medical, and that there is such a thing 
as a spiritual component in medical care. 

The essence of spiritual care resides in the Sacra- 
ments of the Church, which were instituted by Christ 
Himself as the channels through which His saving 
graces flow. They are especially adapted to the needs 
of man, by Him, who knew the needs of man. Their 
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dispensation is committed to the Church —and the 
Church, as His Spouse, knowing man under all his 
aspects can help him in all his needs. 

The obligation for the spiritual care today rests 
generally upon the pastor. The code of canon law, 
states: “The pastor shall offer assistance to the sick 
of his parish, with sedulous care and profuse charity, 
especially if they are dangerously ill, refreshing them 
by the help of the Sacraments and by commending 
their souls to God.” From this, it is clear that the 
main obligation for spiritual care rests primarily with 
the priests. 

In the non-Catholic, and in the public hospital, 
this obligation falls upon the chaplain, if there is one, 
or upon the priests of the parish in which the hospital 
is located. In the Catholic hospital, it likewise rests 
with the priest who is resident chaplain, or with the 
local clergy. When a patient enters a Catholic hos- 
pital, he usually takes it for granted that the Sacra- 
ments will be available for him; hence, the obligation 
for spiritual care, while resting primarily upon the 
priests is shared by the personnel of the Catholic 
hospital staff, in a particular way by the Sisters, but 
to some extent also by the doctors, nurses, and at- 
tendants. The Sisters are placed first in the order of 
this care because of the nature of their vocation and 
because they usually make the first contact with the 
patient — and the attitude of the patient to spiritual 
ministration often depends on the Sisters’ technique 
of approach. The doctors, nurses, and attendants 
share in this all-important work by the prudent use 
of their knowledge and conviction of the value of the 
spiritual. I have seen Catholic nurses prepare the way 
for the priest in cases where the priest himself could 
not break through the barrier that was built up be- 
tween the patient and the Church. And the doctor 
upon whom the patient so confidently depends can 
often help the patient by encouraging him to seek also 
the supernatural aid of the Sacraments. 

The spiritual care of patients in our hospitals 
means primarily the administration of the Sacraments 
to the sick and the dying. The sine qua non for proper 
spiritual care is the priest. There are many books 
written on the patient-hospital relationship, but it is 
surprising to note how few authors mention the Sacra- 
ments and the administrator of the Sacraments, the 
priest. The salvation of souls is the paramount purpose 
of the Church; the chief method of attaining that 
purpose is through the Sacraments instituted by 
Christ. Since in all our hospital efforts, the ultimate 
raison d’étre (reason of our existence) is also the 
salvation of souls, we must place the Sacraments in 
the position of highest importance. A recent work by 
a Sister, possessed of splendid academic training and 
wide hospital experience, presents a picture of the 
hospital in nearly all of its aspects. She outlines, 
“Some of the Reactions of the Patient to the Various 
People and Departments that have an Influence on his 
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Recovery.” However, she makes no mention of the 
chaplain, and in the chapter on the Spiritual Aspects 
of the Patient, this able author mentions only two 
factors, (a) The Reading of the Patient, and (4) The 
Kindly Word of God, Spoken to the Patient. True 
these are helpful and effective adjuncts, but they 
surely do not approximate the real objective of the 
spiritual approach to the patient. There is no mention 
whatever of the Sacramental System, which is really 
the basis of our spiritual care. I feel that such omis- 
sions render incomplete an otherwise excellent treatise. 
I mention this because it is typical of a similar over- 
sight in so many works on Catholic hospital care. 

The principal textbook for the spiritual care of the 
sick is the Roman Ritual. This is the official and 
authorized guide for the Church throughout the world, 
in the spiritual care of the sick and the dying. It 
contains the regulations and the forms for the ad- 
ministration of the Sacraments — the various bless- 
ings and prayers for the sick and the dying —and a 
number of splendid chapters on the proper approach 
to the patient. Modern psychiatry does not seem so 
entirely modern when we read the soundly sensible 
directions and suggestions for the approach to the 
patient on an individual basis, in a book, the present 
edition of which dates back to the time of Pope Paul 
V, in the year 1608.* The section of the Ritual, dealing 
with the care of the sick has recently been translated 
into English by the Reverend Stanislaus Woywood, a 
noted Canonist. I believe this is the first complete 
publication of that section in English. I know of no 
better guide, no more sound and up-to-date treatise 
on the spiritual care of the patient than what is con- 
tained in the chapter of the Ritual, “Visitation and 
Care of the Sick.” This section contains many bits of 
valuable advice and many appropriate directions on 
the diligence and care that should be exerted in order 
that the patient may derive the greatest benefits with- 
out being disturbed. This book should be read by 
every person, interested in the care of the sick. A 
copy of it might well find its way to every floor of 
the hospital. It presents the official teaching and direc- 
tions of the Church on one of the most important 
aspects of hospital care, the spiritual. It may well 
serve as a guide for the Sisters, doctors, and nurses 
in their co-operation with the priest who administers 
directly to the sick. 

“3 am sure you are all familiar with the advice of St. Ignatius Loyola in 
the appendix of the “Spiritual Exercises’? where he writes about, “Thinking 


with the Church Truly we can follow his wise counsel by an intelligent 
use of the Ritual which contains the Church’s thinking on this important 
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The Catholic hospital in recognition of its obliga- 
tion for the spiritual care of the patient should en- 
deavor to develop the ministration of that care along 
the best possible lines. The part of the chaplain can 
be, and it should be, one of great importance to the 
hospital administrator. A well-equipped, efficient, and 
interested chaplain can do much to further the gen- 
eral interests of the hospital. When possible, the hos- 
pital should select a priest adapted by intelligence 
and personality to render the best presentation of the 
marvelous spiritual care which the Church has to offer. 
There are not many among hospital chaplains, who 
have studied and developed the technique of the Rit- 
ual, nor many who have planned and laid out their 
tasks in a truly scientific fashion. Their large accumu- 
lation of knowledge and experience reaches no further 
than an occasional article in a magazine. There has 
been no successful effort to organize the chaplains for 
a co-operative study of the care of the sick from their 
viewpoint. Even our Catholic Hospital Association 
convention seems to have a vacant spot when we 
witness the large number of hospital administrators, 
Sisters, doctors, and nurses, and the obvious paucity 
of priests. And among the few priests registered, I 
wonder how many are hospital chaplains? I feel sure 
that a chaplain’s section of the Catholic Hospital 
Association would not be amiss and that the thinking 
and deliberations of such a group would bring forth 
much of value to be passed on to others — much of 
value toward raising the standards of chaplain service. 

Since we recognize in all our works the primacy of 
the spiritual — and since the essence of spiritual care 
is in the Sacraments, the Catholic hospital in its en- 
deavor to render a complete program of treatment 
must accredit the place of the priest in that program. 
The quality of his care will depend largely upon the 
degree to which the hospital fosters and encourages 
the priest’s development of what the Roman Ritual 
prescribes. We are not satisfied with mediocrity in 
nursing, dietetics, medical or surgical care, or even in 
administration. Why should we not exhibit the same 
concern for the spiritual ? The heart of hospital service 
demands the best that we can give it. The priest can- 
not be left out of the picture of hospital progress if 
we are to present the best spiritual care in the best 
possible way —if we are to achieve most efficiently 
our noble purpose — “the promotion of God’s glory 
and the salvation of souls through the care of the 


suffering.” 














Sermon at the Pontifical Mass 


“DO you know,” says St. Paul, “that you are the 
temples of God and that the spirit of God dwells in 
you?” These words were taken from the first Epistle 
of St. Paul to the Corinthians, Chapter 3, Verse 16. 

Your Excellencies, Monsignori, Reverend Fathers, 
Reverend Sisters, and members of the Convention: 
In the name of the Father, and of the Son and of the 
Holy Ghost: At a Convention which was held some 
years ago in Spring Bank, Milwaukee, a Convention 
of all the Catholic Hospitals of the United States and 
Canada, Father Moulinier, who was then the President 
of the Association, asked a layman to speak to the 
Convention. Now, this gentleman came before us and 
he said, “Reverend Sisters, your hospitals are fine 
buildings, indeed they are, with the very best and 
modern equipment. Your technique is perfect. You 
have the very best doctors and surgeons in the land, 
but remember, Sisters,” said this gentleman, “all these 
fine achievements would be perfectly useless if you 
have not the spirit of God in you—if you are not 
spiritual —if you have not the spiritual life.” 

These words we may meditate a little today. There 
are, dearly beloved Sisters, in the Church a good many 
Marthas, that is te say persons who give themselves, 
body and soul to their work, but there are only a few 
Marys — that is to say internal souls. Yet Mary has 
the word of Our Lord that she has taken the better 
part and that part won’t be taken away from her. 
Mary is internal life—spiritual life. Mary is that 
patron that we must admire and imitate. Spiritual 
life is the very greatest need in our civilization today 
and especially in our hospitals. The spiritual life is 
the interior spring that moves or should move every- 
thing. 

What, therefore, is spiritual life? Spiritual life, from 
the very etiology of the word, means the life of the 
spirit, the spirit of God in us. “Do you know,” says 
St. Paul, “that you are the temples of God and that 
the spirit of God lives in you?” It is the life of the 
spirit in question, not only as in sanctifying grace. 
When a person is in sanctifying grace, the spirit of 
God is in her. If she fall into mortal sin, then the 
spirit of God goes away from her. If she comes back 
to grace by an act of contrition and by absolution, 
then the spirit of God returns. But that is not the 
spiritual life as here understood. What, then, is the 
spiritual life? It is that life in which the spirit of 
God becomes by the free selection of the person the 
master of all her affection, of all her thoughts, of all 
her actions, so that the spirit of God reigns supreme 
in that person. 

In order to understand all this better we may take 
some analogies from our ordinary life. For instance, 
we notice certain persons —of one we say he lives 
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the life of the senses, of another —he lives the life 
of the mind, of another, the life of the arts, of still 
another, the life of the heart, and of another, the life 
of the imagination. What do we mean by those ex- 
pressions? To live the life of the senses is to seek 
only the satisfaction of the five senses. Everything 
for the eyes, the ears, the taste, and so on. It is the 
life of children before they are educated, but it is very 
often also the life of adults. The Bible says “God 
has an abomination for a child of eighty years,” that 
is to say, a man who never controls his senses. So we 
say of that person —he lives the life of the senses. 
What is it to live the life of the mind? To live the 
life of the mind is to seek only knowledge, the devel- 
opment of superior faculties by the acquisition of 
more knowledge. What is it to live the life of the 
heart? It is to seek affection—to love and to be 
loved. That is the primary feature of that life, and so 
we say of such a man — he lives the life of the heart. 
What is it to live the life of the imagination? It is 
to live a life of dreams. Persons who read only novels 
live that life. There is very great danger for sound 
judgment in such a life. What is the artistic life? 
It is the life which seeks beauty everywhere — in art, 
literature, music. 

We see that in all these lives there is an intention — 
it is to seek a form of satisfaction. What is spiritual 
life? In spiritual life there is also a predominant fea- 
ture. It is a life where a person designedly wants one 
thing. Holy Ghost, Spirit of God, reign superior in my 
will, reason, faculties, senses, so that there may not 
be any action in my life that is not inspired by You. 
That is the spiritual life. That is the life we should 
lead, we Religious. Thomas 4 Kempis, who was a 
Religious, says this in the Following of Christ: 
“People of the world say that we are spiritual. Would 
to God that we would be so.” 

Not long ago an Anglican Bishop was speaking to 
an audience in Chicago and many Catholics were 
present. He said to them: “You Catholics have the 
best religion in the world. If you only lived up to it, 
there would not be a single Protestant in the world 
today.”” Now what are the conditions of development 
of the spiritual life? Let us come back to our com- 
parisons. In all the lives that we have taken as 
examples the life of the heart, of the mind, of the 
senses, etc., there are certain conditions in order that 
those lives may thrive — otherwise they will fail, they 
will never develop. Take the life of the senses — the 
senses must be in good health, otherwise the life of the 
senses cannot be exercised. Take for instance a mil- 
lionnaire with diabetes. He may serve fine dishes to his 
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guests, but he has to content himself with a very 
scanty diet. His senses are not in order. For the life 
of the mind, first we must have brains and secondly, 
teachers or books. In the Middle Ages two Franciscan 
Saints were crossing the Alps. They met a young 
shepherd. They saw that he was very intelligent. 
They asked him to come with them. He came and 
studied and thus they had found the great Pope Sixtus 
the Fifth. If he had stayed with his sheep he would 
never have developed his mind. 

To live the life of the heart you must have society. 
Robinson Crusoe on his island could not exercise the 
life of the heart. He had nobody to love and nobody to 
love him. 

To live the life of the imagination, you must not 
have great trials in your life. There must be no hard 
works and no hard things in life. To live the life of 
esthetics you must have masterpieces of music, litera- 
ture, culture — otherwise that life will never develop. 
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Similarly with the spiritual life; in order to develop 
spiritual life we must have, first the harmony of our 
faculties — we must have order. That is to say, the 
inferior faculties in man —sensibility, imagination, 
esthetics, must be subordinate to reason and will, and 
will must be subject to God. That is the order in which 
God had created man in the beginning. If there is no 
order, if it is always the imagination and the senses 
that lead and the will that obeys, then you will never 
have any progress in spiritual life. If, at certain 
moments after a Retreat or after a Triduum, the 
reason and will secure hold of the senses and imagina- 
tion for a time, and then release it again, progress is 
only spasmodic—the progress of the spiritual life 
will be very slow. But if, with the grace of God, you 
gain the mastery over your senses, over your imagina- 
tion, if your reason and your will command superior 
in you, then you are ready for the spiritual life. Now 
these three states of the soul in relation to the spirit- 
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ual life have been described by St. Francis de Sales. 
He tells us that there are three kinds of birds which 
have wings, the ostrich, the hen, and thirdly the eagles 
and doves. The ostrich has wings but never uses them 
to get up into the air. It is always on the ground. 
These are the souls in which reason and will are 
subject to the senses and to the imagination — they 
never show any progress in spiritual life. The second 
kind of birds are the hens. The hens have wings but 
they don’t use them much. They will fly only to the 
hencoop or the fence. Those are the souls that have 
now and then the control over their senses and their 
imagination for a time and come back again to their 
disorderly lives—to the disorder of their faculties. 
They never get very far in spiritual life. How many 
Religious are there who have no more mortification 
than when they left the novitiate, even after twenty 
or thirty years of Religious Life? A third class of 
birds are the eagles and the doves. They soar up to 
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heaven. They are the souls in which by the grace of 
God, reason and will are the masters over imagination 
and the sensibilities and those souls are ready to soar 
up to the heights of spiritual life. St. Paul says, “They 
will ascend from light to light and from virtue to 
virtue by the effect of the spirit of God.” 

In all the lives that we have taken as comparisons, 
the intellect, mind, senses — there are certain objects 
on which these lives are exercised. It is their sphere 
of action. In the life of the senses, there are five 
organic senses to be satisfied, taste, smell, sight, hear- 
ing, feeling. The sphere of intellect is all the sciences, 
natural and supernatural. The sphere of action of the 
life of the heart is all kinds of affections — good and 
bad. The sphere of action of the life of the imagination 
is in dreams and unrealities. The sphere of action of 
the artistic life is the masterpieces in music, art, lit- 
erature. 

What is the sphere of action of the spiritual life? 


P 


e* 


THE RIGHT REVEREND AND VERY REVEREND MONSIGNORI AND OTHER MEMBERS OF THE CLERGY 


THE ASSOCIATION’S EXECUTIVE BOARD 


Reverend Patrick J. Mahan, $.J., Rector, Creighton University; The Reverend D. V. 


McCauley, S.J.. Regent, Georgetown University Medical School, Wash- 


ington, D. C.; The Reverend Ernst G. Graham, Omaha, Nebraska, Master of Ceremonies; and The Reverend Henri Bourque, S.J., Spiritual Adviser, Prairie 


Provinces Conference of the C.H.A., St. Boniface, Manitoba, Canada. 


SECOND ROW: 


Sister Helen, Mercy Hospital, Baltimore, Maryland; Sister Roberta, Hotel Dieu Hospital, New Orleans, Louisiana; Sister Mary Irene, St 
Huber Memorial Hospital, 


St. Louis, Missouri, Treasurer; Sister Marie Immaculate Conception, 


Mary’s Hospital, 


Pana, Illinois; Reverend Mother Concordia, St. Mary’s 


Hospital, St. Louis, Missouri; Sister Helen Jarrell, St. Bernard’s Hospital, Chicago, Illinois Secretary; Reverend Mother Rose, Mercy Convent, Pittsburgh, 
Pennsylvania; The Reverend John W. Barrett, Director of Hospitals, Archdiocese of Chicago. 
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The sphere of action of the spiritual life is a battle- 
field. The life of man on earth is perpetual struggle. 
It is a struggle in order that the Holy Ghost may 
reign supreme in our souls, that He may become our 
master, our guide and beloved King. If we analyze 
the struggle which happens in the soul psychologically, 
there are three kinds of battles that we have to wage 
in order to establish in ourselves the Kingdom of the 
Holy Spirit. Psychologically, first you have the nat- 
ural struggle with faculties within yourself. Then you 
have the divine struggle. The natural struggle that 
takes place when the reason and the will are wanting 
to get the better of the senses. Ever since original sin, 
imagination ‘darkens the judgment and very often 
troubles it so much that it can’t see the light. Since 
original sin, sensibility paralyzes the will and prevents 
it from acting properly. When a Religious who re- 
ceives an order from a superior, her imagination im- 
mediately enlarges the difficulties in that order. She 
says to herself, “I’ll never be able to live with such 
and such a person. I’ll go and see the Superior and ask 
her to change my order.” Sensibility too paralyzes our 
wills. Bishop Griffin relates that after the War of 1870 
a soldier was brought back from the front afflicted 
with a contagious disease. Nobody wanted to take 
care of him. Finally a good Christian Brother offered 
himself to take care of that sick soldier. One day a 
layman was looking at him at a certain distance and 
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said aloud, “I would not do that for 10,000 francs.” 
The Brother heard him and said, “Sir, I would not do 
it for 100,000 francs,” and pressing his Crucifix to his 
lips, he said “I do it for the love of Jesus Christ.” 

St. Paul says in one of his Epistles “ .. . that law 
which is in my nerves tries to get me away from the 
law which is in my mind. Unfortunate man that I 
am,” says St. Paul, “who will deliver me of this body 
of death?” We must fight, we must struggle. Our 
Lord once said, “The Kingdom of God suffereth vio- 
lence.” There is also the supernatural struggle between 
the good angel and the bad angel. If, then, we con- 
quer our passions, we advance in spiritual life. If, 
however, we give in to the evil one, we recede from 
the spiritual life. If we give in to our senses, we go 
backward in the spiritual life. 

And last we have the divine struggle when a soul 
is ready, when a soul is orderly, when reason and will 
always reign supreme. But unfortunately we have 
always that terrible power to resist God, and if we do 
so, then it would be all over with spiritual life. 

Let us say at the end of this consideration to the 
Sacred Heart of Our Lord: “O Good Master, my 
Divine Jesus, give to me Thy Holy Spirit that He 
only may reign supreme in all my faculties — my 
mind, my imagination, my will, my senses. Let Him 
direct everything in my life. O my Jesus, grant me 
the grace of leading now and forever a holy life.” 


The Twentieth Annual Convention 


IT seems to me one of the most amazing features 
of the Convention of the Catholic Hospital Associa- 
tion that every one which it has been my good fortune 
to attend has seemed to possess an individuality which 
is uniquely its own. I seem to think of them almost 
as if each had a “personality,” as if each had been 
some commanding person whom one meets at the 
beginning of the convention and who, as the days 
progress, becomes more impressive by the gradual 
revelation of distinctive characteristics and who then 
passes out of one’s life, not, however, without leaving 
a permanent imprint in one’s memory. Just so, as I 
look back over the Omaha Convention it seems to live 
still with features and characteristics all its own. 
Most impressive to me and most outstanding will 
always remain the delightful aggressiveness of the 
Sisters, their intense participation in the details of 
the meeting, and their cordiality which expanded 
under the stimulus of the generous hospitality ac- 
corded to us. 

Almost from the moment the convention opened, 
the intense interest of the Sisters was continuous and 
unbroken. The discussions were vivacious, pleasantly 
contentious, and meaningful. If the general meetings 
were crowded with content that fed avid minds, the 


The Reverend Alphonse M. Schwitalla, S. J. 


sectional meetings were characterized by penetration 
into professional and technical problems by the freest 
interchange of opinion especially upon debatable and 
controversial subjects and by a manifestation of the 
keenest interest in the many perplexing questions, so 
many of which found their way into the crowded pro- 
gram. 


II 


If I must proceed in some order in giving my im- 
pressions of the Omaha Convention, let me begin with 
some of the spiritual aspects of the convention. It is 
not surprising that, as one of the Sisters has written 
me since the convention, the Omaha Convention left 
an indelible imprint upon her Religious Life. How 
could it be otherwise? Like a dominant chord in a 
symphony, the voice of the Supreme Father of Chris- 
tendom seemed to echo and re-echo throughout all 
the deliberations. When that chord was struck after 
the Pontifical Mass at the opening of the Convention, 
it seemed somehow to impart a character to all the 
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succeeding five days. It brought the Holy Father into 
our midst. It seemed somehow as if the Supreme 
Pontiff participated in all we said and did. The prin- 
ciples which he enunciated and which were reported 
to the Convention seemed to cut through our thinking 
and our imagining, our reminiscing, and our planning. 
He made us weigh our conclusions and deliberations 
in the balance of eternal truth, to measure our achieve- 
ments and our prospective work by the criteria of 
spiritual values of educative effort, and of sublime 
modification. Somehow we felt that our work had, in 
our own eyes, assumed the deeper importance; in our 
thinking about this work we saw rise in the far dis- 
tance the battlements and turrets of eternity and 
before our eyes, throughout five days, there developed 
in constantly bolder relief and with increasing 
emphasis, the background of spiritual and moral 
grandeur against which each of those who participated 
in our meetings was playing her part and taking her 


go 7 wf 
aE 4 i a 


FORMAL OPENING OF THE EXHIBIT 
The following persons participated in the opening, Monday noon, June 17: His Excellency, The 
Most Reverend Francis J. Tief, Bishop of Concordia, Kansas; His Excellency, The Most Reverend 
Stanislaus V. Bona, Bishop of Grand Island, Nebraska; The Reverend Alphonse M. Schwitalla, S.J 
Mr. Fred Wilson, President, Hospital Exhibitors’ Association; The Right Reverend Monsignor James W. 


Stenson, Administrator, Diocese of Omaha; Mr. M. 
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share in the organization and development of that 
picture of grandeur which we call the cause of the 
Catholic hospital. Across the distant background, there 
walked in placid majesty, but with deep concern, the 
white-robed figure of Him who surveys the activities 
and the aspirations of Christ’s flock. Through His 
presence, we felt nearer to Christ. We felt the close- 
ness of His participation in our work, of His concern 
for our failure and success, His approval of our 
every effort. 

As if by preconcerted plan, the sermon of Father 
Henri Bourque, S.J., during the Pontifical Mass 
seemed but an amplification of the Holy Father’s first 
thought for us. If His Holiness stressed the importance 
of the Sisters’ meditation as the one indispensable 
duty of her daily life, Father Bourque in his sermon 
illustrated for us in a practical way what such a medi- 
tation should be. He led us from preludes to points. 
He unraveled each of his points showing us its lesson, 
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R. Kneifl; The Very Reverend Patrick J. Mahan 


S.J.; The Reverend John J. McInerny; The Réverend John W. Barrett; and Mr. A. C. Janka 
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its appeal, its motive and when at the end of his 
sermon his vibrant and appealing voice bade us to re- 
dedicate ourselves to Christ in His service, it was as 
if he had taken the words of the Holy Father bidding 
the Religious Hospital Sister to make her personal 
holiness the source of her charitable and her welfare 
activity. 

And then, as if to give unity to the whole conven- 
tion and thus to strengthen the plan of the entire 
meeting, on the second last day Father Bingham 
showed us what must flow from personal holiness in 
the life of the Religious Sister since hers is not a 
contemplative but an active life. It must become 
Catholic in thought and tone, in the sublimity and 
largeness of its achievement, in the aggressive, almost 
militant enthusiasm of her Catholic Action. In this 
way, he too but amplified the teaching of His Holli- 
ness that the life of the Sister in the Catholic hospital 
must be a Catholic life, emphatic in its Catholicity, 
exacting in its insistence upon unsparing self-sacrifice. 

An emphatic example of self-forgetful charity was 
given to us at the very beginning of the convention 
through the generous kindness of His Excellency the 
Most Reverend Francis J. Tief. Braving the inconven- 
iences of the flood areas of his diocese where he was 
confirming and where he had to face even physical 
danger to keep his appointment in Omaha, he hurried 
to come to us, all this even though he had received our 
invitation scarcely a week before. The Pontifical Mass 
was paraphrased by a simplicity which emphasized 
its great dignity. The presence of His Excellency, the 
Most Reverend Stanislaus V. Bona, Bishop of Grand 
Island, and of so many of the Monsignori of the dio- 
cese lent just enough solemnity to enhance the im- 
pressiveness of the Pontifical Mass. 
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Professionally, the Omaha meeting offered evidence 
of a most gratifying growth concerning the thinking 
of the Sisters on hospital problems. Interest in the 
public relations of the hospital has unquestionably 
grown. Of this fact, the Conference on Hospital Ad- 
ministration afforded abundant proof. The interest 
est of the Sisters in legislative matters which only a 
few years ago it seemed to be so difficult to stir up 
was, this year, keen and active. The report of the dis- 
cussions bears out the point that the Sisters were aware 
not only of what was happening in the National 
Capitol with reference to matters of the deepest con- 
cern to our institutions, but also, that they have kept 
themselves in close touch with legislative matters in 
their own states and communities. There was no 
dearth of information upon these points, no reticence 
in offering comparative data and no hesitation con- 
cerning recommendations. In the field, too, of public 
welfare, the thinking of those who attended this con- 
vention must have been keen and alert, otherwise it 
would have been quite impossible to elicit such 
gratifying discussions on the relations between public 
and private agencies, between Catholic and non- 
Catholic welfare groups and on the public relations’ 
functions of the superintendent. 

The sectional meetings which dealt with depart- 
mental and specialized functions within the hospital 
gave evidence that the thought of the hospital as a 
whole has taken a noticeable hold on the minds of our 
Sisters. The mutual relationship between departments, 
the integration of the institution, the importance of 
balance in administrative procedures, these matters 
and others which flew from them were treated with 
many an effective sidelight and were discussed with 





C. H. A. EXHIBIT AT THE TWENTIETH ANNUAL CONVENTION 
A partial view showing the display of literature relating to Nursing-Education activities in 
Catholic colleges and universities. 
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many a remark which showed a gratifying under- 
standing not only of the obvious but of the most 
recondite features of such questions. 

Despite the fact that during the last year the Asso- 
ciation has been prevented by circumstances from 
carrying on an intensive committee activity in the 
various aspects of hospital management and admin- 
istration, it was still obvious at Omaha that the pur- 
poses of Committee activity are being rapidly and 
successfully achieved. It wovld, of course, be ambigu- 
ous to single out particular meetings for special 
mention. A protocol on each of them will be published 
as quickly as limitations of time and space allow, in 
subsequent issues of Hospitat Procress, but this 
much may even now be promised to our readers: 
Almost everyone of the reports of these meetings will 
throw an indelible light upon the solution of those 
hospital problems which were touched upon in each of 
the meetings. Taken all in all, the discussions at the 
Omaha convention reached the high-water mark of 
excellence and the Sisters are to be most heartily con- 
gratulated upon the effectiveness and thoroughness 
of their participation in all, even the most intricate, 
questions. 

IV 

From a social viewpoint, the Convention left little 
to be desired. First of all, there was noticeable an ease 
of operation and a facility in making rapid adjust- 
ments both among the Sisters as well as among our 
genial and efficient hostesses. There was no need of 
clamoring for means of transportation nor for means 
of entertainment. Even if the completely filed days 
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DISPLAY OF THE MEMORIAL VOLUMES OF GREETINGS GIVEN 
TO HIS EXCELLENCY, THE MOST REVEREND JOHN JOSEPH 
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PRESIDENT AND ADVISER, ON THE OCCASION 
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of the program had been less crowded there is no 
doubt but that the ladies of the Reception Committee 
would have found most acceptable outlets for their 
desires to outdo themselves in doing honor to the 
Sisters and in insuring their comfort. On the campus 
the spirit of cordiality among the Sisters themselves 
was most noteworthy. Interchange of opinion of points 
raised in the meetings continued, sometimes for hours 
after the close of a session. 

The facilities at Creighton University added not a 
little to all of this, since the centralized area in which 
the convention took place, was most conducive to such 
activities. The outing on Wednesday was marked by 
no untoward circumstances nor by inadequacy of 
transportation facilities. The day was perfect for the 
outing. The grounds of Creighton University lent 
themselves admirably to the informal gathering; the 
Benediction of the Most Blessed Sacrament was deep- 
ly impressive in its simple, its sublime ritual. 

Despite the fear that was entertained that it would 
be difficult to provide satisfactory housing facilities 
for the Sisters, reports from many Sisters indicate that 
seldom, if ever, have the Sisters been more satisfied 
with their living conditions. The Sisters of the local 
hospitals and of the local schools where our visiting 
Hospital Sisters lived outdid themselves in their 
efforts to insure the convenience of everyone. It is true 
that the Sisters were scattered, but so much was done 
to relieve them of all anxiety for transportation that 
inconvenience was scarcely felt. The Association wiil 
always be deeply grateful for the hospitality of the 
Catholic hospitals of Omaha, and of the various con- 
vents. 

Vv 

The attendance of the Sisters was unexpectedly 
large. It was feared that the distance might prove a 
serious difficulty and might discourage attendance 
comparable with that of other conventions. It is true 
that representation from distant points, especially in 
the East and far West and from Canada was not as 
complete as at the conventions which have been held 
in other sections of the country. Nevertheless, more 
than seven hundred Sisters were registered and this 
number, together with others who came to the con- 
vention, brought the total registration way beyond the 
fourteen hundred mark. Such an attendance was most 
gratifying not only to the Officers of the Association 
but also to all those in any way connected with the 
convention. The members of the Hospital Exhibitors’ 
Asseciation repeatedly expressed their gratification 
over the attendance and particularly over the interest 
which was manifested in their products. It was ob- 
vious too from the many “leads” given to the exhibi- 
tors by the Sisters that a remarkable revival of inter- 
est in reconstruction, in re-equipment and in new 
equipment is being manifested in the hospital field in 
practically every section of the country. The note of 
optimism about hospital affairs which was prevalent 
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was alone worth the efforts expended upon preparing 
the convention. It is very clear that the economic up- 
turn which it was feared for a while might affect the 
hospitals last, just as the downward tread spared 
them until well into the depression, has already pro- 
duced marked and gratifying results. 

In the same way the educative exhibits elicited 
widespread interest. Among these must be specially 
mentioned the displays illustrating the activities of 
the Catholic Colleges in the field of nursing education 
and the Hospitat Procress booth. The display of the 
Memorial Volumes presented by the Sisters to His 
Excellency, Archbishop Glennon on the occasion of his 
Golden Sacerdotal Jubilee attracted practically every 
visitor to the exhibit hall. The hall itself was attrac- 
tively arranged. For the first time this year the ex- 
hibits were officially opened by a member of the 
Hierarchy ; His Excellency, Bishop Bona pressed the 
button which illuminated the convention hall, while 
His Excellency, Bishop Tief in brief remarks declared 
the exhibition open to the visitors. 


VI 
No account of this convention would be complete 


without a reference to the Conference on Hospital 
Administration. While it is true that representatives 
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from not more than one hundred and ten hospitals 
took part, it is highly gratifying that from each of 
these, words of the warmest commendation were re- 
ceived. The discussion of public relations on the after- 
noon of the first day and on the morning of the second 
and of the code of ethics on the afternoon of the 
second day, clearly touched upon many points which 
were of deep concern to the Sisters. The remarks re- 
vealed not only a deep interest in these questions but 
what is even more important, they showed the char- 
acter of the problems which are today confronting 
our Sister administrators. One could not help admire 
the readiness with which the formulation of the prob- 
lem by one of the Sisters was met promptly by a prof- 
ferred solution on the part of another Sister. The com- 
munity of interests in the group was thus pronounced- 
ly emphasized as was also the importance of bringing 
such matters for discussion before larger groups of 
Sisters who were thus given an opportunity of noting 
the achievements of other Sisterhoods in solving ad- 
ministrative difficulties. 


Vil 


The Association will always feel itself under the 
deepest obligation to Creighton University for its 
share in the success of this convention. The unsparing 
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labors of the President of the University, the Very 
Reverend Patrick J. Mahan, S.J., and his assistant, 
the Very Reverend Eugene Mullaney, S.J., tegether 
with the active attention of ever so many other mem- 
bers of the Creighton University Summer School 
Faculty, will always live with us as one of our treas- 
ured memories of those days. The thanks of the 
Association is due to this magnificent institution of 
learning and to its Reverend President and faculty 
members. 

To a similar extent also our thanks are due to the 
Administrator of the Diocese, The Right Reverend 
Monsignor James W. Stenson, and to the clergy of the 
Diocese. Their constant watchfulness for the comfort 
of the Sisters was an example of true and deeply 
rooted charity. 

To all our benefactors, priests and religious, and lay, 
the Association offers its sincerest thanks. Most of 
all, however, we will all remember that the Giver of 
all good gifts, and the Inspirer of every worthy effort, 
has given us the great favor of mutual encouragement 
and widely diffused strength so that our Sisters left 
the Convention City with a firmer determination that 
for Christ’s love every effort, even the greatest, is too 
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small; every achievement, even the most outstanding, 
is too diminutive, since all this is done for the sublim- 
est purpose and in pursuit of the most exacting ideals 
which the Sisters and the other personnel of our hos- 
pitals have constantly before the eyes, of their faith 
and which they constantly carry in the depths of their 
heart. 
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Official Reports of the Catholic Hospital Association 
of the United States and Canada for the 
Twentieth Year—1934-35 


I. Report of the Executive Board 


OUTLINE 
I. Internal Development of the Association 
A. Constitution 
B. Committee Activity 
C. Membership 
D. The Conferences of the Association 
E. Questions Pertaining to Incorporation 
II. Relations with Other Organizations 
III. Federal Legislation 
IV. Activities with Reference to Nursing Education 
V. Our Association in Canada 
VI. Directory 
. Special Studies 
. The Financial Status 
IX. The Demise of Notable Friends of the Associa- 
tion 
X. Archbishop Glennon’s Golden Sacerdotal Jubilee 
XI. Greetings to His Holiness, Pope Pius XI 
XII. Conclusion 


THE Executive Board of the Catholic Hospital Association 
of the United States and Canada met on Friday, June 22, 
1934, at the Cleveland Auditorium, Cleveland, Ohio, for its 
reorganization meeting and on February 16 and 17, 1935, at 
St. Bernard’s Hospital, Chicago, Illinois. The Executive Com- 
mittee of the Board met on July 26, 1934, and on January 
22, 1935, at St. Louis, Missouri. The minutes of the two meet- 
ings of the Executive Committee were submitted to the en- 
tire Board at the meeting on February 16 and were unani- 
mously approved without changes. 

At the election of officers held on June 22, 1934, at Cleve- 
land, the following officers and board members were elected: 

The Reverend Alphonse M. Schwitalla, S.J., 

St. Louis University, St. Louis, Missouri, President. 

The Right Reverend Msgr. Maurice F. Griffin, LL.D., 

St. Philomena’s Church, Cleveland, Ohio, Vice-President. 

Sister Helen Jarrell, R.H. 

St. Bernard’s Hospital, Chicago, Illinois, Secretary. 

Sister M. Irene, S.S.M., 

St. Mary’s Hospital, St. Louis, Missouri, Treasurer. 

Sister M. V. Allaire, 

Grey Nunnery, Montreal, P.Q., Canada. 

Reverend Mother M. Francis, C.S.J., 

St. Joseph’s Hospital, Orange, California. 

Sister M. Florence, R.S.M., 

Mercy Hospital, Baltimore, Maryland. 

Sister Marie Immaculate Conception, 

Huber Memorial Hospital, Pana, Illinois. 

Sister Roberta, 

Hotel Dieu Hospital, New Orleans, Louisiana. 

M. R. Kneitl, was again appointed Executive Secretary. 

Subsequent to the election an unexpected appointment of 
Sister Florence to new duties in her community made her 
resignation imperative. The Executive Board in accordance 
with the Constitution which empowers the Board to fill vacan- 
cies among the Association’s officers, appointed as a member 
in Sister Florence’s place, Sister M. Helen, Superintendent 
of the Mercy Hospital, Baltimore, Maryland. 
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While welcoming its new members, the Board felt the deep- 
est regret at being deprived of the services of the Reverend 
Mother Rose, of Mercy Hospital, Pittsburgh, Pennsylvania, 
whose election to the generalship of her Order made her con- 
tinuance on the Board impossible. The Board expresses its 
deep gratitude for Mother Rose’s services during six years. 
Similarly, Sister William’s duties as Educational Director of 
her Order made her continuance as a board member inadvis- 
able. Her activity on the Board also was deeply appreciated 
and even though she served for only four years, her contri- 
bution was a noteworthy one. 


I. Internal Development of the Association 

A. Constitution 

The most significant feature pertaining to the internal 
development of our organization among the activities of last 
year was the trial under normal conditions of the new Con- 
stitution. During the previous year, 1933-1934, the Constitu- 
tion was still authorized only tentatively. During the last 
year, however, 1934-1935, its value to the Association could 
be definitely ascertained. The Board is gratified to report to 
the Association that no serious difficulties with this new in- 
strument of organization have thus far been detected and 
there seems no apparent reason at the present moment for 
recommending any change ‘in the provisions of this document. 
The Executive Board recommends that the Association now 
authorize the printing and distribution of the Constitution. 


B. Committee Activity 

The Board regrets to report that due to many reasons, the 
Committee activity of the Association has diminished in its 
intensity during the past year. The most serious reason for 
this was the diminution in the available funds for this pur- 
pose. Even though in the budget provision was made for con- 
tinued activity, it was found that as the year progressed, ex- 
penses for traveling and study could not be secured. In addi- 
tion, the interests of the Central Office, the personnel of 
which had been reduced, was taken up with many other 
matters which prevented active stimulation of Committee 
activity. The Board nevertheless, reiterates the statement of 
its confidence in the value of such activities and it hopes 
that during the coming year there may be ample funds avail- 
able for a greatly increased activity of this kind. It is also 
apparent that several of the Committees should be recon- 
stituted; others should be enlarged and one or two may be 
discontinued. It is apparent that the Association must focus 
attention not only upon the educative factor in nursing but 
also upon the service factors. At the present moment. the 
Committee’s dealings with nursing service have been greatly 
weakened and require immediate strengthening. In view of 
its study of the question, the Executive Board is prepared at 
the present moment that the Committee appointments should 
be made for periods not longer than two years, the ap- 
pointees, however, to be eligible for reappointment. As our 
By-Laws bearing upon this point now read, the Committee 
appointments for professional standing committees are made 
for indefinite periods subject to annual reappointment. One 
of the chief reasons for this change is the expressed or in 
some cases, the implied wish of higher superiors who are 
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generous enough to give their Sisters permission for partici- 
pation in Committee activity for two years but would be 
unwilling to extend this for an indefinite period. The Asso- 
ciation should also face the necessity of bearing at least the 
traveling expenses of Committee members so that undue 
burdens may not be placed upon any particular Sisterhood. It 
is only in this way apparently that the Association can assure 
itself of the service of the members who are best prepared 
to undertake such professional responsibilities. 


C. Membership 

The Executive Board is extremely happy to announce that 
during the last year there have been admitted to membership 
in the Association, seventy-five new institutional members, 
approximately one half of which represent reinstatements. 
One hundred and seventy-five individuals have become asso- 
ciate members. This revival of interest which parallels what 
we hope is the beginning of an economic revival is most 
gratifying particularly as it comes so early in the period of 
national recovery. This is an evidence of good will toward 
our Association for which the Board members are extremely 
grateful. The importance of increasing our associate mem- 
bership cannot be over-valued as an effective factor in the 
continued success of the organization. Through such mem- 
bership, it is true, the financial stability of the organization 
is greatly increased but more significant even is the fact that 
the Association is thus insured of a greater measure of under- 
standing on the part of those who labor in the Catholic 
hospitals and who by their understanding of the spirit and 
purpose of the Association foster and promote its purposes. 
The members of the Association are strongly urged by the 
Executive Board to make every effort to increase the number 
of associate members. The Board must rely upon the Sisters 
who are working in our hospitals for this service. It is ex- 
tremely difficult for our organization to set aside funds for 
active promotional campaigns which often cost considerable 
sums and yield results much less gratifying and successful 
than the personal appeal which can be made by a hospital 
Sister. 


D. The Conferences of the Association 

The outstanding fact concerning the conferences of our 
Association during the last year is the remarkable interest 
which these meetings have created. Evidence is multiplied 
to prove that conference activity is more alive today in our 
Association than perhaps at any previous period. There are 
still some conferences which need effective stimulation but in 
general their meetings are considered to be of greatest value 
to our member institutions. In this connection, a word might 
be said concerning several points of interest: 

1) First of all, the Executive Board desires to advise the 
conferences that a list of the Conferences with their 
names has now been written into the By-Laws of the 
Association. These By-Laws as is well-known, together 
with the Constitution have received the approval of 
the ecclesiastical authorities, and the Executive Board 
must, therefore, make itself responsible for maintaining 
the status as well as the name of these different con- 
ferences if they are to continue to enjoy the patronage 
of the Association as a whole and to participate in its 
prestige. The change of name, therefore, of a con- 
ference must receive the approval of the Association 
as a whole and a change of names must be subject to 
the same procedure as a change in the By-Laws. 

A second point which should be stressed is the im- 
portance of some correlation through the Central Office 
of the Association of the dates for the conference meet- 
ings. It is desirable that the dates for the conferences 
should be sent to the Central Office as soon as possible. 
The reason for this is that conferences often ask the 
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participation of one of the officials of the Association 
and manifest their displeasure if refusals have to be 
made during successive years. It is not often easy to 
arrange calendars for the President and the other 
officers of the Association for attendances at confer- 
ences since the dates are often in conflict. These diffi- 
culties could often readily be avoided if timely notice 
of the conference meeting were sent to the Association. 
A third point which should here be noted is this that 
our conferences are arranging their meetings in con- 
junction with other hospital or other professional 
groups. While there are good reasons for such policies 
at times, it might be regretted if these arrangements 
become part of the permanent policy of any single con- 
ference. In his Presidential Address, the President of 
our Association referred to the co-operation between 
our organization and others and adduced certain con- 
siderations which have a distinct bearing upon this 
point. The conferences of our organization must not 
be thought of as being in any sense subordinate groups 
or groups subordinate to any other than the Catholic 
Hospital Association. 

Finally, in this connection, the Board desires to call 
attention to requests which have come from time to 
time asking authorization for regional meetings of 
several conferences. The Board respectfully but em- 
phatically points out that while no general policy of 
discouragement in this respect should be formulated, 
that, nevertheless, regional meetings seem to destroy 
the very purpose of the conferences. Complaints have 
reached us through such regional meetings, that travel- 
ing distances are increased and the local problems 
cannot receive that measure of sympathetic discussion 
which arises from community of interests among the 
membership of an individual conference. On this point 
again, ecclesiastical approval is needed and since the 
groups of conferences do not have the right as such to 
appeal to any Bishops except to those under whose 
authority the conferences are formed, permission for 
regional meetings should be sought from the Central 
Office so that proper contacts with ecclesiastical au- 
thorities might be made by the competent officials. 
The good name of the Association as a whole and the 
confidence of ecclesiastical superiors in our admainis- 
trative procedures can be all too easily imperiled by 
a neglect of proper procedures in such matters. In this 
same connection, attention might be called to the 
fact that the approval of the Bishop should always be 
sought and obtained before plans are made for a con- 
ference meeting. 
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E. Questions Pertaining to Incorporation 

On several previous occasions, the Executive Board has 
reported to the Association regarding incorporation. The 
matter was delayed for very good reasons particularly because 
of the fact that the new Constitution was in preparation and 
the Association as a whole has voted to incorporate under 
the new articles. If at this meeting the Board is authorized 
by the Association to publish its Constitution and By-Laws, 
the incorporation of the Association can be finally disposed 
of. As soon as this is effected, a number of other items of 
unfinished business should be rapidly brought to conclusion. 
The Board refers particularly to the question of the Associa- 
tion’s relations with the publishers of Hospitat ProcGreEss 
with whom it is very important that a new contract should be 
speedily drawn up and executed. The Board requests authority 
from the Association to proceed with this matter in the course 
of the coming year. 

The appointment of an Editorial Board for Hosprtar 
Procress and a further consolidation of editorial policies 
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will also become feasible through the steps which we are here 
suggesting. 
II. Relations with Other Organizations 

The Association has continued to maintain co-operative 
and intimate relations with a constantly increasing number of 
other organizations. Among Catholic organizations must be 
mentioned first and foremost. the National Catholic Wel- 
fare Conference. Our affiliation with that body has resulted 
in the greatest good to our organization. The security which 
our organization has developed through its relations with the 
Welfare Conference has placed the Executive Board and the 
membership of the Association under the deepest obligations. 
The unfailing understanding of its Director, the Reverend 
John Burke, the help of the Department of Social Action, 
of the Legal Department, and of the Press Bureau have all 
been noteworthy factors in the success of this year’s activities. 

The Board welcomes the appointment of the President of 
the Association as Chairman of the Health Committee of the 
National Conference of Catholic Charities for the forth- 
coming convention at Peoria since this is the first occasion 
on which our Association and the Conference have co- 
operated in an area of mutual interest. 

Contacts have also been maintained with the National 
Catholic Educational Association, the National Catholic 
Federation of Nurses, the Catholic Medical Mission Board, 
and among international organizations, with the Caritas 
Verband of Germany and with that of Austria as well as with 
the Vereeniging van R. K. Ziekenhuizen of Holland. 

Similarly, our former contacts with the professional or- 
ganizations dealing with medical, nursing, and hospital service 
have enlarged and have been made very gratifying. We must 
mention in this connection, first of all, the International 
Hospital Association to which our President was sent as 
delegate not only of our own organization but also of the 
American Hospital Association. 

The officials of the American Medical Association, of the 
American College of Surgeons, and of the American Hospital 
Association, of the Canadian Medical Nurses’ Association, of 
the Canadian Medical Association, of the American Nurses’ 
Association, of the National League for Nursing Education, 
and of the Association of Collegiate Schools of Nursing have 
continued in the same spirit of mutual helpfulness and under- 
standing. 

In‘ fields of special interest, our Association entered re- 
cently into an agreement with the American Dietetic Associa- 
tion for the establishment of a Joint Committee to study 
the eligibility in dietetics of graduates of certain Catholic 
Women’s colleges. The Association of Record Librarians, the 
American Association of X-Ray Technicians, the Association 
of Clinical Pathologists (technician’s division), the American 
Tuberculosis Association, the American Association of Hos- 
pital Social Workers, and still other groups, have all made 
contributions to the formulation of policies in our own organ- 
ization and have lent much assistance during the past year. 

With reference to our Association’s attitude toward these 
various groups, the Executive Board has guided the President 
in each case and has finally authorized definitions of the 
relationships which you have heard discussed in the Presi- 
dential Address. 

III. Federal Legislation 

The activities of the Joint Committee of the American, 
Protestant and Catholic Hospital Associations have con- 
tinued during the last year with undiminished vigor. In 
some respects, it is true, the Joint Committee has failed to 
achieve its final purpose since thus far it has been found to 
be quite impossible to secure financial support for the pri- 
vately owned institutions but in other respects the work of 
the Committee has been noteworthy. Our Vice-President 
appeared as a member of the Board of Trustees of the 
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American Hospital Association before the House Committee 
dealing with the Social Security Act and the President and 
the Executive Secretary took part in practically all the de- 
liberations of the Joint Committee. The Board recommends 
that the Association authorize the continuance of our repre- 
sentation on the Joint Committee and that it reappoint the 
President and the Executive Secretary as the Association’s 
representative in that body. Due to the fact that Mr. Mon- 
tavon, Chairman of the Legal Department of the National 
Catholic Welfare Conference, can no longer serve as a mem- 
ber of that Committee though he will continue as a legal ad- 
visor for our Association, a vacancy is thus created in our 
representation and the Executive Board requests authority 
to make an appointment before the conclusion of the present 
Convention. 

The Executive Board has had under consideration at each 
of its meetings and in the meetings of the Committee, pro- 
visions of the Social Security Act as well as the provisions of 
an expected forthcoming act dealing with health security. 
The President offered frequent reports upon these mat- 
ters to the Board and sought the advice of the Board 
members on all matters upon which action from him or an 
expression of opinion was expected. A review of these points 
has been submitted to the Association in the President’s 
report. 

The activities of our Association with reference to govern- 
mental agencies were undertaken only after advice from 
the Administrative Committee of Bishops of the National 
Catholic Welfare Conference through Father John Burke. A 
quaesitum was submitted dealing with the policies of our 
Association and an answer favoring Our continuance in these 
activities was received from Their Excellencies and commun- 
icated to the President. It is upon the basis of this decision 
that the Executive Board proceeded to authorize the various 
activities of the Joint Committee. 


IV. Activities with Reference to Nursing Education 

The decreased personnel of the Central Office made neces- 
sary by financial retrenchment and the office’s preoccupation 
with matters pertaining to Federal Legislation has somewhat 
retarded the Association’s activities in nursing education. 
While this must be regretted, it cannot but be looked upon 
also as a favorable situation. Time was thus allowed for the 
clarification of many viewpoints and for more deliberate 
action and without doubt, the next year will see a large in- 
crease in interest and activity in this very important field. 

The surveys of approximately one hundred seventy schools 
of nursing have been completed. Extensive study has already 
been given to the reports and the Council on Nursing Educa- 
tion is taking the preliminary findings under advisement 
during the present meeting. During the past year, the Coun- 
cil on Nursing Education of the United States has not met in 
formal meeting since last June. It will probably develop 
plans for a more extensive study of these reports. The Coun- 
cil on Nursing Education for Canada has however, mani- 
fested an intense activity. Several of its members met at 
practically each one of the conferences and the Council as 
a whole met in Toronto June 23 and 24, 1934. Several bul- 
letins were issued for the schools of Canada and special 
studies were undertaken. These were in every case referred 
to the Executive Board. The relations with such organizations 
as the League for Nursing Education and the American 
Nurses’ Association have already been commented upon. In 
the Directory of Schools of Nursing published in the January, 
1935, number of HospiTaAL ProGRrEss an attempt was made 
by the President of our Association to define the relations 
between schools of nursing and universities. This definition 
apparently met with general approval and will probably be 
made the basis of statistical and other studies in several 
organizations. 
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In the meantime, the Board has taken frequent cognizance 
of the activities of other groups in the field of nursing edu- 
cation and has often advised the President concerning his 
attitudes upon such activities. We refer particularly to the 
efforts made by the Catholic University, St. Louis University, 
and many other institutions in nursing education. All these 
schools have received from our Executive Board copies of 
whatever publications might have seemed of interest to 
them. 

V. Our Association in Canada 

The Executive Board gave much of its attention during the 
last year to our Association’s problem in Canada. It will be 
recalled that in the President’s Address at the Cleveland 
Convention, a brief sketch was presented concerning the 
desirability of a unified organization for the two countries as 
opposed to the advantages of two separate organizations. 
The matter has been seriously discussed by a number of 
persons and groups. After the last Annual Convention, the 
President was graciously received in audience by His Ex- 
cellency, the Apostolic Delegate to Canada whose attention 
was directed to this matter. It was also discussed with His 
Eminence, the Cardinal Archbishop of Quebec. Pending 
further decisions, the matter now rests in the hands of 
ecclesiastical authorities. 


VI. Directory 


The Executive Board authorized the publication of the 
Directory of Catholic hospitals for United States and Canada 
and another Directory of the schools of nursing. Both of these 
directories were extensively improved during the past year. 


VII. Special Studies 


The Executive Board and the Executive Committee in each 
of the meetings discussed the progress which is being made 
on several of the studies already inaugurated. The Sisterhood 
study which is partly historical and partly statistical, has not 
been advanced greatly during the past year although some 
little progress has been made. The financial study which 
concerns itself with the financial status of our hospitals has 
however, been materially advanced toward completion and 
a second phase of it amplifying and in part supplementing 
the data presented approximately one year ago should soon 
be ready for publication. 

The Central Office was able to stimulate the interest of a 
number of schools of nursing in studies on nursing service. At 
least one of these has already been summarized for HospiTav 
Procress (see April number), and several others are in prep- 
aration for publication. 

A very extensive study was made at the request of the 
American Dietetic Association in conjunction with the Ameri- 
can Home Economics Association pertaining to the courses 
and curricula in dietetics which are being offered by our 
Catholic women’s colleges. This study was intended to be of 
aid to the two organizations in compiling a list of schools 
eligible for approval as offering acceptab!e pre-dietitian 
courses. 

Several special studies were undertaken for purposes of the 
Joint Committee to supply information required for purposes 
of legislation. In addition also, several special phases of infor- 
mation contained in the Directories were analyzed. These also 
have been published in the Directory numbers. One of these 
which is regarded as being of particular significance per- 
tains to the number of non-Catholic students in Catholic 
schools of nursing. This should aid considerably in the formu- 
lation of administrative policies and educational programs. 

In the course of the routine business of the Association, 
it was the privilege of the Central Office to co-operate with 
many of the member institutions in solving current diffi- 
culties. With reference to some of these, minor studies deal- 
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ing with many phases of hospital and nursing-school activities 
had to be made. 
VIII. The Financial Status 

The Executive Board was forced this year by reason of 
shortage of funds to give very considerable attention to the 
financial status of the organization. Fortunately, despite a 
deficit at the end of 1934, the Association at the present 
moment finds itself entirely without financial obligations 
to anyone and with a cash balance in the Operating Account 
of $3,792.44. It has paid back all indebtedness particularly 
a loan of $3,800.00 which was authorized by the Board in 
January; it has reconstituted the Contingency Fund which 
had been depleted at the end of 1933 and which amounted to 
$473.50. In addition, it met several unexpected expenditures 
and curtailments of income successfully. During 1934, the in- 
come was $10,000.00 higher than in the previous year even 
though the expenses were correspondingly increased. A mat- 
ter of financial policy for which the Executive Board requests 
the approval of the whole Association pertains to the char- 
acter of the Contingency Fund. It will be remembered that 
five years ago this Fund was authorized, the understanding 
being that it should serve as a depository of annual sur- 
pluses and was to assume the character of a permanent fund 
to meet unforseeable eventualities. The Fund has already 
twice served the Association as a valuable financial buffer. 
At the end of 1933, the Fund was depleted but during 1934, 
there was no opportunity of reconstituting it. To prevent 
the treatment of the Fund merely as an annual operating 
surplus which might on vote of the Executive Board be used 
for the operation of any succeeding year, and to give the 
Fund the character of a quasi-endowment fund for opera- 
tion, it was voted by the Executive Board at its meeting of 
February 16 as follows: 

Resolved that the Contingency Fund authorized in June, 1931, 
be operated as a Permanent Fund; that appropriations there- 
from shall be only by vote of the Executive Board; that re- 
payments to the Fund (for withdrawal of authorized appropria- 
tions) shall be contemplated in the budget of each succeeding 
year; that such repayments may be extended over more than 
the next succeeding year but that the Executive Board of the 
Association always recognizes the obligation of rebuilding such 
Fund whenever it has been depleted or diminished. 

The Executive Board respectfully requests the approval of 
the Association for this form of financial policy. 


IX. The Demise of Notable Friends of the Association 


The Executive Board took cognizance with the deepest re- 
gret of the death of the founder and for many years, Secre- 
tary General, of the American College of Surgeons, Dr. Frank- 
lin H. Martin. His appreciation of the work of the Catholic 
Hospital Association due in so large a measure to the friend- 
ship for Father Charles B. Moulinier has been invaluable to 
our institutions. The Board authorized resolutions of sym- 
pathy on his death. 

The Board also noted with deep regret the death of Mr. 
Matthew O. Foley, Editor of Hospital Management and the 
originator of National Hospital Day, whose acknowledged 
excellence in his field and whose unswerving Catholicity lent 
distinction and honor to Catholic hospital endeavor. 

The Executive Board must also take note of the departure 
from this life of the Reverend Albert C. Fox, S.J., Dean of 
the College of Arts and Science of John Carroll University. 
Father Fox’s concern for our Association continued through- 
out the twenty years of its existence. It was active in the 
early days of the formation of the Association when, through 
his deep knowledge of educational problems, he contributed 
not a little toward the shaping of our mode of organization 
and policies. If, in the passing of time, he found it necessary 
to withdraw from active co-operation with the Officers, he 
still maintained the closest touch with all our concerns. We 
commend his soul to the mercy of God and we remind our 
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Sisters that the charity of their prayers will enable us to 
repay our debt of gratitude to Father Fox. 


X. Archbishop Glennon’s Golden Sacerdotal Jubilee 


Among all its activities in the past year, the Executive 
Board regards as one of its chief undertakings, the prepara- 
tion of the Association’s congratulation to His Excellency, the 
Most Reverend John J. Glennon, S.T.D., Archbishop of St. 
Louis, Honorary President and Spiritual Adviser of our 
Association. The plan originated within the Board of present- 
ing His Excellency with memorial volumes of congratulations, 
the volumes to contain besides photographs of the hospitals, 
individual letters from our institutional members. The plan 
was carried out with the utmost satisfaction to all the mem- 
bers of the Board and to all the member hospitals and we 
hope not without very special gratification on the part of His 
Excellency. The details concerning these volumes and their 
presentation to His Excellency have been published in the 
February, 1935, number of HosprTaAL PRoGREss. 


XI. Greetings to His Holiness, Pope Pius XI 


The attendance of the President of the Association as 
delegate at the International Hospital Association Conven- 
tion at Rome, May 19 to 26, 1935, gave the Board a most 
welcome opportunity of authorizing a testimonial from our 
Association to His Holiness. At the meeting of February 17, 
the Board authorized the preparation of memorial volumes 
of greetings similar to those prepared for Archbishop Glen- 
non’s Golden Jubilee. A special collection was also authorized 
to be made by the Secretary of the Association, Sister Helen 
Jarrell, the custody of the funds thus collected to be entrusted 
to the Treasurer, Sister M. Irene. 


XII. Conclusion 


In conclusion, the Executive Board wishes to thank all the 
members of the Catholic Hospital Association of the United 
States and Canada, institutional as well as personal, for the 
co-operation which it received during the year just closed. 
It can truthfully be said that during the last year, there was 
more intimate co-operation between the hospitals and the 
Central Office than in any previous year of the Association’s 
history. Inquiries and questionnaires were more completely 
answered and the labors required to keep the Central Office 
informed were much more exacting and detailed. Despite this, 
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our percentage of returns to correspondence was better than 
heretofore. Only those who have themselves kept up such 
contacts can appreciate the magnitude of the co-operation 
and for this reason, the members of the Board hereby ex- 
press to the Sisters their warmest thanks. 

With this brief summary of its activities during the past 
year, the Executive Board respectfully requests from the 
Association the following: 

a) The approval and endorsement of the activities of the 
Executive Board and of the Executive Committee as 
here presented and as summarized more fully in Hos- 
PITAL Procress, May, 1935, pages 203-213. 

b) The approval of the minutes of the Board and Com- 
mittee as published. 

c) The approval and authorizatien for the following specific 
recommendations of the Board: 

1) That the Association approve the printing and distribu- 
tion of the Constitution 

2) That the Committee Activity of the Association be 
continued and the power be given the President to 
modify the plans and make appointments 

3) That the Association emphasize again the observance 
of the provisions of the Constitution and By-Laws and 
reaffirm the approved policies for the conduct of the 
Conference 
That the Association authorize at this time the Incor- 
poration of the Association and the completion of other 
business contingent more or less on this legal procedure 
That the Association give its approval to the continued 
participation of the officers of the Association in the 
program of activities of the Joint Committee and that 
the Board be given power to add one representative in 
place of Mr. Montavon 
That the statement of policy outlined for the educa- 
tional relationships of the school of nursing be made 
official 
That the special financial policy outlining the character 
of and plans for the maintenance of the Association’s 
Contingency Fund be made permanent 

The Executive Board hereby respectfully submits this re- 
port of its activities to the Association for approval and for 
the ratification which is required by our Constitution. 

Submitted in the name of the Executive Board. 

Maurice F. Griffin, Vice-President. 
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II. Report of the Secretary 


AS Secretary of the Association I beg herewith to submit 
my report from the close of the nineteenth to the close of 
the twentieth annual convention, that is from July 1, 1934, to 
July 1, 1935. 

The records of the Association comprising chiefly the min- 
utes of the Executive Board and of the Executive Committee 
are carefully and adequately kept, transcribed, and stored. 
The publication of these in summary form in Hospitat Proc- 
RESS is deemed adequate for the purpose for which such 
records are kept; namely, to keep the members of the Asso- 
ciation in close touch with its business. These summaries of 
the minutes have been accurately and faithfully published in 
the Association’s official journal. 

The Secretary of this Association, according to the con- 
stitution acts also as Chairman of the Membership Com- 


mittee. I am happy to report that the Association at the 
present numbers 672 institutional members. Of this number, 
approximately 22 are entirely new members and approximate- 
ly 53 represent reinstatements to membership. I wish further- 
more to report that the new constitution, the use of which 
for one year was authorized at the last annual convention has 
now been on trial for an entire period of one fiscal year. It 
has been found entirely successful. 

“As is recommended in the report of the Executive Board 
the Association should now undertake the publication of this 
document in some worthy manner. 

The Committee recommends to the Association the ap- 
proval of this report and as Secretary I move such action. 
Respectfully submitted, 
SISTER HELEN JARRELL, Secretary. 
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III. Report of the Treasurer 


I beg leave to submit the following Balance Sheet as of 
December 31, 1934: 


ASSETS 
Current Assets 
Cash in Bank: 
Operating Account 
Special Account, composed of funds 
for Federal Legislation and funds 





of the Midwest Conference... ... 1,267.89 
Accounts Receivable for Advertising 
| ere 1,230.95 $ 2,522.58 
Investment Securities at Cost 
General and Life Membership Fund: 
Life Membership Fund ......... $11,125.00 
> Re ee 134.75 
Endowment Fund: 
Securities on hand at cost......... 5,530.16 
Pledged in Escrow Agreement... . 510.00 17,299.91 
Office Furniture and Fixtures 
[chia bps paiewenekainaaes $ 3,598.98 
Less: Reserve for Depreciation.. 2,324.30 1,274.68 
Accrued Income 
Uncollected interest on investments......... 19.42 
Deferred Charge 
Unexpired Insurance .............eseeees08 12.92 
PN ikendawiweweguedanepen $21,129.51 
LIABILITIES 
Current Liabilities 
Accounts Payable .............. $ 2,942.05 
Midwestern Conference ........ 195.62 $ 3,137.67 
Net Worth 
Life Membership ..... $11,125.00 
Accumulated Surplus to 
ee eee 3,592.80 
Surplus Appropriated 
for Contingency Fund 473.50 $15,191.30 
Operating Surplus: 
Balance January 1, 
SE wacwniwaiwnke 3,794.92 
Less: Deficit for 
Year and Con- 
tingency Fund 
Appropriation .. 994.38 2,800.54 $17,991.84 
Ie... saicsuntnebbaasteesenwinss $21,129.51 
CERTIFICATE 


We have examined the books and accounts of the Catholic 
Hospital Association of the United States and Canada for the 
year ending December 31, 1934, and have verified its assets 


and liabilities as at that date. The investment securities, 
stated above at cost, but had a market value at December 
31, 1934, of $4,546.25 for the General and Life Membership 
Fund and $6,134.69 for the Endowment Fund. Subject to this 
qualification, we hereby certify, that, in our opinion, the above 
Balance Sheet correctly shows the financial condition of the 
Association as of the above date. 
(Signed) Boyd, Cronk and Company. 


I beg leave, moreover, to call the attention of this Asso- 
ciation to the following. Last year the Life Membership Fund 
of the Association which has an evaluation at cost to us of 
$11,125.00 had a market value on December 31, 1933, $3,- 
559.45. On December 31, 1934, its market value is $4,546.25. 
At the end of the Treasurer’s Report a year ago the hope was 
expressed that the value of the Life Membership Fund wou!d 
rapidly increase with the betterment of conditions. This hope 
has been fulfilled as the va!ue of the Life Membership Fund 
has increased approximately $1,000.00. The Endowment Fund 
which, as will be recalled, was established in 1931 with the 
proceeds of the sale of Spring Bank, had a value on Decem- 
ber 31, 1933, of $5,894.37. On December 31, 1934, its value 
had increased to $6,134.69. 

Despite these increases in valuation the total Net Worth 
of the Association has decreased by $520.88. It must be 
pointed out, however, that in this decrease is included a non- 
cash item of $359.90, a sum which was set up for deprecia- 
tion so that the actual deficit for the year just past amounts 
to $160.98. Such a deficit for an organization having a total 
business volume of $37,000.00 cannot but be regarded as 
practically negligible. 

The Executive Board has concerned itself with the main- 
tenance of a Contingency Fund. Such a fund has been of 
assistance to the business of the Association several times 
since its establishment. This fund is made up of accumulated 
surplus of the last two years. During the present year it has 
been reconstituted although it was almost depleted at the 
beginning of the year. The constitution imposes its main- 
tenance. 

To summarize briefly on December 31, 1934, the Associa- 
tion had in the bank approximately $2,000; Life Member- 
ship securities at par of $11,000.00, Endowment Fund of 
$6,040.16 and a contingency fund of $473.50. 

It is my firm conviction that the economical conduct of 
the Association is due in no small measure to the effective 
financial administration under the guidance and direction of 
the Officers of the Association. 

It is due also to the unremitting interest and constant 
readiness to serve on the part of the office personnel. The 
Association should gratefully acknowledge its indebtedness 
for these services. As Treasurer of the Association I wish to 
thank all the members for the generous support accorded to 
me as their financial officer during the past year. 

The officers recommend to the Association the approval of 
this report and as Treasurer of the Association I move such 
action. 

Respectfully submitted, 
Sister Mary Irene, S.S.M., Treasurer. 
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IV. Report of the Auditing Committee 


A MEETING of the Auditing Committee of the Catholic 
Hospital Association of the United States and Canada was 
held in the Athletic Office of Creighton University on June 
18, 1935, at 2:30 p.m. Those present were: 

Sister M. Eugenia, St. Catherine’s Hospital, Brooklyn, New 
York 

Sister M. Grace, St. Catherine’s Hospital, Omaha, Nebraska 

Sister Mann, St. Boniface Hospital, St. Boniface, Manitoba, 
Canada 

Sister M. Alphonsa, St. Francis Hospital, Wichita, Kansas 

Sister Margaret Mary, St. Joseph’s Hospital, Eureka, Cali- 
fornia 

The Committee reviewed the summary of accounts and the 
financial statements of the Association as prepared by Boyd 
and Cronk, Certified Public Accountants for the fiscal year, 
1934. 

The Committee also took cognizance of the following state- 
ment appended to their reports by the Auditors: 

“We have examined the books and accounts of the Cath- 

olic Hospital Association of the United States and Canada 

for the year ending December 31, 1934, and have verified 
its assets and liabilities as at that date. The investment 
securities, stated above at cost, had a market value at 

December 31, 1934, of $4,546.25 for the General and Life 

Membership Fund and of $6,134.69 for the Endowment 


Fund. Subject to this qualification, we hereby certify that, 

in our opinion, the above Balance Sheet correctly shows 

the financial condition of the Association as of the above 
date.” 

On motion duly made and seconded, it was voted that the 
Auditing Committee recommend to the Association the ac- 
ceptance and the approval of the various documents, exhibits, 
and schedules pertaining to the financial status of the Asso- 
ciation. The motion was passed unanimously. 

On further motion duly made and seconded it was voted 
that interest be stimulated among the Sisters in Life Mem- 
berships, both personal and institutional, in the Association. 

There being no further business the meeting adjourned at 
3:30 p.m. 

The Committee recommends to the Association the ap- 
proval of this report and as Chairman of the Committee I 
move such action. 

Respectfully submitted, 


Mother M. Rose, Chairman 
Sister M. Eugenia 
Sister Margaret Mary 
Sister M. Mann 
Sister M. Alphonsus 
Mother M. Rose 


V. Report of the Executive Secretary 


AS Executive Secretary of the Catholic Hospital Associa- 
tion, it is again my privilege to have a part in the work of 
the Association. It is my duty too to present a summary of 
the activities of the central office of the Association in so far 
as a report of this kind can record the special and routine 
business of the office. 

The work of the central office has continued most satisfac- 
torily in spite of some curtailment which it was found neces- 
sary to make during the past year and in the several years 
past. The budget for the year 1935, tentatively approved by 
the Executive Board meeting of February 16-17, 1935, is 
appended as part of this report. In it provision has been made 
for all anticipated expenditures, for a group of special appro- 
priations and for the replacement of some office equipment. 
The possibility of making effective the proposed expenditures 
outlined under the division “special appropriations” depends 
entirely upon the availability of funds during the latter half 
of the year, since during the first half of the year a large 
part of the effort is devoted to the Directories and to the 
Convention. Every effort is made to maintain careful and 
accurate control in this matter. Frequent estimates of antic- 
ipated income are made and consultations are had respect- 
ing the possibilities of the period of time immediately to 
follow. 

The central office, as has already been reported, carried on 
its activities with a reduced personnel. In spite of this, how- 
ever, it has been found possible to carry on most of the 
major activities of the office without serious impairment. 
Some of these activities, in addition to the routine business, 
are the following: 

1. The issuance of 27 general letters to the Catholic Hos- 
pitals, Mothers General and the members of the Hier- 
archy and in addition the sending of a considerable 
number of special letters to smaller groups. 

2. The devolopment of the special bibliographic service in 
which an attempt is made to index and catalog the 
articles of major interest in various fields. 

. The inauguration of a book-review service in HospiTat 

Procress. This service has met with unanimous favor 


w 


on the part of publishers who_have submitted to our 
office approximately two hundred and fifty books for 
review, of which number nearly one third has been re- 
viewed in Hospitat Procress. It is hoped that this 
special service meets with the approval of the Sisters. 

4. A special campaign to increase the circulation of Hos- 
PITAL PROGRESS was carried on throughout the year. 
This resulted in some additions to our membership and 
subscription roster, although that increase may not ap- 
pear to be particularly substantial. 

5. The central office concerned itself in no small degree 
with the prosecution of the work incidental to federal 
legislation. This involved special investigations, the 
collection of considerable financial and statistical data 
and a number of other particular projects. 

6. The distribution of nursing education inspection ma- 
terial was also effected during the past year. The col- 
lection of this material took place, but its evaluation 
remains at this time an unfinished project. 

7. The preparation of special mimeographed bulletins was 
also one of the services inaugurated during the cur- 
rent year. 

8. The collection and preparation of special memorial 
volumes of greetings on the occasion of the Reverend 
President’s trip to Europe and on the occasion of the 
Golden Sacerdotal Jubilee of His Excellency, the Most 
Reverend Honorary President of the Catholic Hos- 
pital Association. 

9. The collection and compilation of data for the annual 
Directories of Catholic Hospitals and Catholic Schools 
of Nursing including the special features appearing in 
the latter. 

10. The organization of a Joint Committee representing 
the American Dietetics Association and the Associa- 
tion’s Committee on Dietetics; in addition, the special 
study of the data collected by this Committee. 

It is to be noted that the institutional membership of the 

Association has increased in a most gratifying degree. The 
Associate membership, however, has not shown the same 
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tendency. It is hoped that a campaign for Associate member- (b) Hospitat Procress Articles 
ships for the forthcoming year may add substantially to our January 1, 1934, to December 31, 1934 
membership roster. Descriptions and Histories 

An analysis of HospitaL Procress for the year 1934 is Sc ciitdteaacawdaseeseeanaes ] 
appended to this report. This analysis incorporates the edi- Schocls of Nursing.................. L 3.2% 
torials, the articles and the contributors of these articles. Out-Patient Departments ........... . 

Respectfully submitted, Association Business 
M.R. Kneifi, Executive Secretary. Executive Proceedings .............. ] 
BUDGET Convention aSeninessecenedenesssuens | 
Sermons at Conveniion.............. | 
January 1 to December 31, 1935 Greetings to Hierarchy.............. ‘11.1 

A.1. Direct Costs: Greetings from Hierarchy............ | 
Subscriptions to Hospital Progress. $4,000.00 Regional Conferences ............... | 
Hospital Progress Editorial Expense 1,110.00 Federal Legislation .................] 
Convention Expense — 1935....... 7,000.00 NN Sten ce manawa wees weesenues 17.1 
Convention Expense — 1936....... 200.00 $12,310.00 Other Associations ................... 8 

The Hospital 

A.2. Genera! Expense: Administration ................0005- ) 
Cihoers” EAOMGe oo 6s csccccsccsen $2,800.00 IE aie kc cstevcccycncenexisds 
Salaries — Executive Secretary and DE did adc neenedeked wh bee dennte | 

GY THE dn4scdenewiseeceses 9,000.00 FOE: die vividnnsscenteussanievecues | 

Traveling Expense .........-..-.0+. 400.00 PE: . cncdaeccusendeerdkeseens | 

Ce NE a icccesuvscciasacaes 1,750.00 ED ache ognrsdetenvesecances {24.2 

Legal and Audit Fees............... 150.00 Pt anstandinedethayraiesie ened | 

DE. cdi enieaitniatescketonr ange 1,825.00 General Problems .................- | 

Financial and Depreciation expendi- Specialized Hospitals ............... | 
eee ree Tee 425.00 Hospital Development .............. J 

Miscellaneous ................-005: 200.00 16,550.00 Nursing 

weeeermens Opportunities in Nursing............. ) 

A.3. Financial Expense: Nursing Service .............2ese00: L 6.1 
Accounts Payable~............... $2,681.49 BEE wacndnecrtwendeenecenenposcews J 
Re-establishment of Contingency Religion 

SE se cesacinnade tha vwexanwen 473.50 3,154.99 Organized Religious Activities........ } 3.5 
VOCREIONS .cccccccvcnccevccscoceces { 

B. Equipment: I oi sci crcnenracanwenews 1.7 
Furniture and Fixtures........... 150.00 Professional Service 

C. Special Appropriations: ai ce den dae eee hen eanenenes ) 
Nursing Education .............. $1,000.00 Costs of Medical Care.............+.. 
eT eee 100.00 Special Service ......-.+++0++++e0e: 
Revision Constitution ............ 100.00 Diagnostic Department ...........-. 
Canadian Activity ............... 150.00 Pharmacy ........++.sseeeeeeeeeees | 
Committee Activity ............. 250.00 LaDOTMtOry .....sccccccsevecceseces 
NS GR ee gener ree 180.00 DE os aiedanancadeuaweneakas 416.1 
Te | 100.00 Nomenclature ........:0000eeeeeees | 
Membership Cards .............. 75.00 Pathology ..........--sseeeeeeseees | 
Special Subscription Campaign. .... 100.09 — 2,055.00 Ss A ee 

ao 
Total Expenditures ................... $34.219.99 Dental Service «1.0... ee ee eres eeeees 

Appropriations from Special Funds Social Service ae i i tn ci ted hace 
Federal Legislation ............. $ 750.00 Nursing Education 
Legislative Counsel ............. 250.00 Committee oon Nursing Education. .... } 
SEE SE oc dacasansinxacie 1,500.00 School and Hospital. ...........-..+- 

ro load ck nn mints eu @ lb 
HOSPITAL PROGRESS Advanced Education ................ 
Summary of Space Allotments DENG TRNOOIES. 6 os cnscsncvscnvc 
(a) Hospitat Procress Editorials Religion and ee 16.2 
January 1, 1934, to December 31, 1934 Administration Tekno raiaeonumenaawnas 
a é Superintendent ........cccscccccsees 

Association Business CN iit te ba db eRe weee 
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Sectional Conferences .............. HospitaL Procress Contributors 
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The Small Hospital ................. ) SEED xian i wais fubieecanneenenspaeenanwiakenit 46.8 
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Resolutions Adopted at the Twentieth Annual 
Convention of the Catholic Hospital Association 
of the United States and Canada 


The Catholic Hospital Association of the United States and Canada representing approximately eight hundred hospitals 
in the two countries and twenty-two thousand Sisters, at the close of its Twentieth Annual Convention held at Creighton 
University, Omaha, Nebraska, June 17-21, resolves as follows: 


I. Pledges of Appreciation and Loyalty 


1. Resolution of Allegiance 

Be It Resolved That this Association hereby again declare its unswerving loyalty and obedience to the Catholic Church, its 
teachings and its prescriptions; to the Holy Father as the Vicar of Christ; to Their Excellencies, the Most Reverend Arch- 
bishops and Bishops of the Church of our two countries: 

2. To His Holiness Pius XI 

Be It Further Resolved That this Association accept with sentiments of the deepest respect and with heartfelt gratitude 
the renewed proofs of paternal regard and devotion which it has received from His Holiness, Pope Pius XI. His Holiness 
received our President in private audience and sent to our Association, to its member hospitals, and to all those who 
labor in them, a message full of the deepest import. We receive this message with implicit Faith; we pledge ourselves in 
accordance with the teachings of that message to a renewal of religious spirit in our communities, in our institutions, and 
in our hearts. We dedicate ourselves anew to the pursuit of none but the highest ideals in the scientific, the social, the moral, 
the educational, and particularly in the spiritual phases of our activities; we promise to foster and promote the higher edu- 
cation of the Sisters by all means in our power even at the greatest sacrifice, but always in the spirit of the Catholic Church 
and under the auspices of its recognized and approved institutions; we shall strive by all means in our power to preserve 
in our educational endeavors the particular spirit of our various institutes, congregations, and orders for the continued main- 
tenance of the special spirit of each Sisterhood and for the safeguarding of our Religious vocations. We thank His Holiness 
for His Apostolic Biessing and for the promise of plenary indulgences on special feasts in favor of our patients and the 
hospital personnel. Our gratitude for the fatherly admonitions of His Holiness fills our hearts, particularly as they imply 
an authoritative approval of our work and we promise that the extent of our gratitude for these admonitions will be 
measured by the completeness of our obedience. 

3. To His Eminence, Eugenio Cardinal Pacelli 

Be It Further Resolved That this Association record its deep appreciation of the encouragement given to it by His Emi- 
nence Cardinal Pacelli, Papal Secretary of State, for his words of approval of the Association’s activities and his sympa- 
thetic insight into the ideals and viewpoints of the Sisters of the United States and Canada in their hospital work. 

4. To His Eminence, Pietro Cardinal Fumasoni-Biondi 

Be It Further Resolved That the Association extend its thanks to His Eminence, Cardinal Fumasoni-Biondi for his mes- 
sage of congratulation to the Catholic Hospital Association and his assurances of pleasurable remembrance of the work 
accomplished by the Catholic hospital. 

5. To Their Excellencies, The Apostolic Delegates to the United States and Canada 

Be It Further Resolved That our Association express its sense of deep obligation to Their Excellencies, the Apostolic 
Delegates to the United States and Canada, whose unfailing support of and interest in our Association has brought the most 
effective encouragement to our Sisters and to the officers of this Association and has stimulated them to ever increased activity 
in achieving the sublime purposes of our hospita!s. 

6. To Their Excellencies, The Most Reverend Members of the Hierarchy of the United States and Canada 

Be It Further Resolved That this Association hereby declare its sincerest thanks and its sense of the deepest obligation 
for the marks of approval of the official and personal interest which during this Convention and at other times we have 
received from Their Excellencies, the members of the Hierarchy of the United States and Canada. We pledge ourselves to 
second every effort of our Bishops in the promotion of the welfare of their people and to spare no sacrifices in making the 
Catholic hospital in its diocese a center for the diffusion of Catholic thought and Catholic influence under the direction and 
guidance of the Bishops. 

7. To His Excellency, The Most Reverend John Joseph Glennon, S.T.D. 

Be It Further Resolved That this Association hereby express again its most heartfelt congratulation to His Excellency the 
Most Reverend John Joseph Glennon, Archbishop of Saint Louis, on the occasion of his sacerdotal Jubilee, that we thank 
him for his encouraging and stimulating letter, for the support which he has lent to our President and our Officers on every 
occasion. The Association regards His Excellency as the effective bond between itself and Their Excellencies the Most 
Reverend members of the hierarchy. 

8. To the National Catholic Welfare Conference 

Be It Further Resolved That this Association gratefully acknowledge its indebtedness to the National Catholic Welfare 
Conference and to its General Secretary, the Reverend John J. Burke for frequent and generous assistance in the formula- 
tion of policies with reference to our Association’s public relations. This assistance has been of the greatest value to the 
Association in maintaining attitudes in close conformity with those of other Catholic Agencies and in developing that 
unanimity without which the viewpoints of Catholic groups wou!d fail in securing their full influence and recognition. 
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II. Resolutions of Gratitude 


9. To His Excellency, the Most Reverend Joseph 
Francis Rummel and to the Right Reverend Mon- 
signor James W. Stenson, Administrator of the Dio- 
cese of Omaha 

Be It Further Resolved That this Association hereby ex- 
press its gratitude to His Excellency, the Most Reverend 

Joseph Francis Rummel, Archbishop of New Or!eans, who 

during his incumbency of the See of Omaha, invited our 

Association to hold its Twentieth Annual Convention in his 

diocese and whose solicitude for its success was felt al 

through this Convention. We thank also the Right Reverend 

Administrator of the Diocese, Monsignor James W. Stenson, 

who so generously and successfully took over the responsi- 

bilities for acting as the diocesan host to our meetings and 
extended to the Sisters so many marks of his priestly con- 
cern for our welfare. 

10. To His Excellency, The Most Reverend Francis J. 
Tief 

Be It Further Resolved That this Association hereby ex- 
tend this inadequate assurance of heartfelt gratitude to His 

Excellency the Most Reverend Francis J. Tief, Bishop of 

Concordia, who at such a sacrifice of convenience and time 

came to our Convention city and offered Pontifical Mass at 

the beginning of our meeting. 

ll. To His Excellency, The Most Reverend Stanislaus 

V. Bona 
Be It Further Resolved That our heartfelt gratitude be 
hereby expressed to the Most Reverend Stanislaus V. Bona, 

D.D., Bishop of Grand Island, Nebraska, who deigned to 

honor our Association by his presence at the opening cere- 

monies. 

12. To Creighton University, to the Very Reverend 

Rector, and to the Pastors of the University Church 

Be It Further Resolved That our thanks be hereby ex- 
tended to Creighton University, to its Very Reverend Rector, 
the Pastors of the University Church and to its other officials 
for enabling our Association to hold its Convention in an in- 
stitution which has achieved immeasurable results for the 
promotion of the Church and of its educational activities in 
our western country and which from small beginnings in 
pioneer days as an outpost of Catholic influence has now 
risen to a position of eminence among the educational insti- 
tutions of the west. We thank the Reverend Rector and the 
officials of the University not only for the inspiration which 
our Association has thus received but also because through 


the new bond which has been created by our relationship as 

host and guest during our stay in the University, we have 

been the recipients of such impressive evidence of cultured 
and cordial hospitality. 

13. To the Reverend Clergy of the Diocese of Omaha 

Be It Further Resolved That our Association hereby ex- 
press its deepest gratitude to the Reverend Clergy of the 

Diocese of Omaha particularly to the Most Reverend Mon- 

smnori who in so many ways have given us convincing proof 

of their high regard for the Association, of their esteem of 
the work of the Sisters, and of their good will toward us 

14. To the Members of the Committee on Hospitality 
and of the Committee on Reception and Transpor- 
tation 

Be It Further Resolved That our gratitude be hereby ex- 
tended to the Sister members of the Committee on Hospital- 
ity and to the many members of the Committee on Recep- 
tion and Transportation, as well as to the nurses of the nurs- 
ing schools of the Catholic Hospitals of Omaha. The unex- 
empted hospitality of these Committees will live with us as 
one of our most cherished memories of the Omaha Conven- 
tion. 

15. To the Press of Omaha 

Be It Further Resolved That we hereby recommend our 
obligations to the Press of Omaha for seizing the occasion of 
our Convention to diffuse information concerning hospitals 
among the people and thus fostering a greater interest in 
health and sickness care. In particular the Association wishes 
to acknowledge its debt of gratitude to the Editors of The 

True Voice, the diocesan Catholic paper, for the publication 

of a special edition devoted to the Association’s Annual 

Meeting. 

16. To the Members of the Hospital Exhibitors’ Asso- 
ciation, to Mr. John J. Griffin, and to the Many 
Others Who Contributed so Generously to the Suc- 
cessful Entertainment 

Be It Further Resolved That our gratitude be extended to 
all those not a‘ready mentioned who contributed so much to 
the p!easure and profit of our stay in Omaha by affording us 
the enjoyment of our entertainment on Wednesday after- 
noon; to the officers of Fort Crook and to the detail for the 

Color Guard and Firing Squad; to Mr. John Griffin of St. 

Louis; and particular:y to the Hospital Exhibitors’ Associa- 

tion. 


III. Resolutions of Policy 


17. The Catholic Spirit in the Hospital 
Be It Further Resolved That this Association hereby re- 


iterate its firm conviction that a Catholic hospital to merit 
a name which we regard as distinctive and full of honor, 
must be permeated in all of its policies, in its organization, 
administration, and management in its work, its service to 
the patient and to the public, by the teachings and the prin- 
ciples of Christ; that it must, therefore, be mindful not only 
of the demands of the body of the patient but also of his 
soul; not only of scientific and humane but also of spiritual 
considerations, as understood in the Catholic Church; that it 
must be interpenetrated in every one of its organizational 
units by the highest professional and spiritual ideals, which 
alone are worthy of Christ and His interests. 
18. The Social Security Act 

Be It Further Resolved That this Association hereby ex- 
press its approval of the attitude of Congress as expressed 
in the Social Security Act in exempting hospitals from the 


tax provision upon payro!ls for unemployment and old-age 
benefits; for extending unemp!oyment and old-age benefits to 
hospital employees and for removing from the Act as origi- 
nally projected the provision for the cessation of old-age and 
unemployment benefits to the beneficiary at the time of and 
during the period of hospitalization. The Association hereby 
records its gratification that the privately owned hospitals of 
the country have thus received a definite, even if as yet in- 
adequate, recognition of the services which in the interest 
of the indigent sick, they have at all times rendered, so often 
without remuneration, but particularly during the days of our 
recent financial stress. The Association, moreover, recom- 
mends to the State Legislatures the sympathetic study of the 
attitude of the National Congress, so that these State Legis- 
latures may thus refrain from following a trend manifested in 
some of them, of imposing new and oppressive tax burdens 
upon the already overburdened private e!eemosynary institu- 
tions. 
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19. The Extension of Governmental Hospitals 

Be It Further Resolved That this Association hereby ex- 
press its conviction that the Administration and Congress 
would contribute to the health and well-being of the country 
and would enlarge the opportunities of our hospitals for pub- 
lic service if the policy recently advocated providing for the 
building of additional hospitals in allegedly less favored areas 
were approached with the utmost caution and with special 
concern, first, for the staffing of these projected institutions 
with properly qualified professional personnel rather than 
previously for the creation of merely physical facilities. 
20. The Use of Private Hospitals for the Hospitaliza- 

tion of Public Patients 

Be It Further Resolved That this Association hereby record 
its conviction that the use of private hospitals for the hos- 
pitalization of patients who are ordinarily hospitalized in 
some of our overcrowded public institutions should be ex- 
tended, and that such use of the private hospitals would re- 
dound not only to the stabilization of public health measures 
but would moreover, be of enormous service in elevating 
the standards of such public health service and in effecting 
needed economies in the public cost of medical and hospital 
care. 
21. The Renovation of Private Hospitals Through the 

Co-operation of the Federal Agencies 

Be It Further Resolved That this Association hereby ex- 
presses its hope that in the expenditure of the funds recently 
voted by Congress in aid of national reconstruction, provi- 
sion be made for enabling our hospitals, particularly those 
which have felt the force of financial stresses, to reorganize 
and re-equip their facilities for the better service which these 
institutions will be able to afford in promoting the welfare 
of the nation; pointing out that no expenditures for the 
national health could be more economical or productive of 
more lasting and extensive results, since in these institutions 
adequate and professionally educated personnel is already 
available and expenditures need, therefore, be made only for 
that physical equipment to enable this professional personnel 
to render more efficient and broader service within the objec- 
tives of each of these institutions. 
22. The Joint Committee on Federal Legislation 

Be It Further Resolved That this Association record its 
satisfaction over the work of the Joint Committee of the three 
National Hospital Associations. We regard this work as valu- 
able not only in the furtherance of the primary purpose for 
which the Joint Committee was formed; namely, the active 
promotion of hospital interests in National and State Legis- 
lation but also in the furtherance of that mutual understand- 
ing through which National interests in the health field can 
be promoted more effectively and successfully. 


23. Medical Economies and the Principles of Medical 


Practice 
Be It Further Resolved That this Association hereby record 


its approval of the special report of the Bureau of Medical 
Economics of the American Medical Association as pre- 
sented and accepted at the meeting of that Association in 
Atlantic City at the Eighty-sixth Annual Session of the Eouse 
of Delegates; that, specifically, it record its approval of the 
principle requiring the predominance of the physician in medi- 
cal service, not only in domiciliary, but also in institutional 
practice; of the principle that medical service and cash bene- 
fits in any form of prepayment for the cost of illness must be 
separated both in concept and in administration; of the prin- 
ciple that the personal and confidential relationship between 
the patient and the physician must be maintained in any 
successful and satisfactory plan for the wider diffusion of 
medical service; and of the principle that strictly ethical rela- 
tions between patient and physician can be maintained not 
by a diffusion but by a concentration of responsibility. The 
Association urgently recommends to its member hospitals 
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the study of the plans devised by the local Medical Societies 

for the diffusion of economic and just methods of extending 

medical and hospital care. 

24. Medical Practice and the Changing Social and 
Economic Conditions 

Be It Further Resolved That this Association, while it ex- 
presses the hope that the traditional altruistic and charitable 
attitude of the medical profession may in no wise suffer by 
the present interest in medical economics, is nevertheless, 
deeply concerned in promoting the success of the efforts of 
physicians in attempting to secure a just financial return for 
their services within the framework of our changing social 
and economic structure. 

25. The Committee on Foods of the American Medical 
Association 

Be It Further Resolved That this Association hereby record 
its approval of the purposes and the present mode of opera- 
tion of the Committee on Foods of the American Medical 
Association. 

26. Birth Control 

Be It Further Resolved That this Association again con- 
demn emphatically and unqualifiedly the use of the hospital 
as a center for the diffusion of contraceptive knowledge, being 
convinced that such knowledge is not only subversive of re- 
ligion and morality but also of the best interests of the nation 
and of public welfare. 

27. Sterilization 

Be It Further Resolved That this Association deplore the 
efforts now being made for influencing the state legislatures 
to pass legislation authorizing the sterilization of the so- 
called “unfit.” This Association rejects as specious and fal- 
lacious the arguments adduced in favor of such laws and 
asserts that the assumed advantages to be derived from such 
laws are either fictitious or are such as could be equally and 
ethically achieved through other forms of social legislation. 
The Association, moreover, condemns the use of the hospitals 
for surgical operations whose exclusive and primary purpose 
is sterilization and will forbid the use of its operating rooms 
to its staff members for the performance of such operations. 
28. The Association’s Relations to Other Associations 

Be It Further Resolved That this Association hereby de- 
clare its policies with reference to other professional organi- 
zations to be the following: 

a) With reference to other hospital associations, such as 
the American Hospital Association, etc., our policy will 
be one of hearty co-operation for the promotion of 
common ideals but of eclecticism with reference to in- 
dividual policies and procedures; 

With reference to the American College of Surgeons 
in its hospital standardization program and the Council 
on Medical Education and Hospitals of the American 
Medical Association in its program for the registration 
of hospitals, the approval of internship and residencies, 
and the approval of special hospital services, our policy 
will be one not only of co-operation, but also of active 
promotion among our member institutions; 
With reference to other professional organizations deal- 
ing with specialized departmental hospital activities, 
our policy will be one of encouragement and of urgent 
insistence that the Catholic hospitals and the Catholic 
Sisters seek by all practical means to qualify for mem- 
bership. 
With reference to Catholic organizations in the health 
and allied fields, a policy of complete and heartfelt un- 
derstanding and co-operation will be fostered. 
29. The Twofold Character of the Catholic Hospital 
Sister 

Be It Further Resolved That while this Association expresses 
its keen interest in the special studies now being conducted 
by various general and special Associations in the health field 
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and while it desires to co-operate with these Associations to 
the fullest feasible extent in such studies, it still requests 
these Associations when seeking information about the Sisters 
bear in mind the special character of the Sisters, remember- 
ing that they are not merely professional persons engaged in 
some specialized form of hospital activity, but also members 
of Religious Orders; that, therefore, certain forms of inquiry 
which have been sent to the Sisters in the past must be re- 


garded as neglectful of this twofold character of the Catholic ° 


Hospital Sister. 
30. The Advancement of the Profession of Nursing 

Be It Further Resolved That this Association again place 
itself on record as favoring the efforts of so many groups 
working for the advancement of the profession of nursing; 
that it again endorse the purposes of the Association of Co!- 
legiate Schools of Nursing; that it request the National 
League of Nursing Education to continue its efforts in plan- 
ning meetings at such times and places as will enable the 
Sisters to attend them; that it encourage the national nurs- 
ing groups both of United States and Canada to work active- 
ly for the further development of our schools of nursing; and 
finally, that it express its gratification over the work already 
accomplished and the work now in progress in its own two 
Councils on Nursing Education, the one for the United States 
and the other for Canada. 
31. The Activities of Catholic Universities and Col- 

leges in Nursing Education 

Be It Further Resolved That this Association express its 
deep appreciation of the activities of Catholic universities and 
colleges which have undertaken programs in the furtherance of 
the higher education of the graduate nurse and of our nurs- 
ing Sisters. The Association on its part pledges to these insti- 
tutions its own continued interest and its co-operation in these 
educational problems. 
32. The Association’s Conferences 

Be It Further Resolved That this Association hereby re- 
state its conviction that the work of the Conferences of our 
Association have the greatest value in diffusing knowledge 
concerning hospital standards and hospital ideals; that these 
Conferences be encouraged to meet regularly and at such 
times as make it possible for the national officers to attend; 
that the conferences maintain the closest practicable relations 
with the Central Office of the Association and that the con- 
ferences be requested to adhere rigorously and faithfully to 
the provisions concerning conferences contained in the Con- 
stitution and By-Laws of the Association. 
33. The Promotion of Standards of Excellence in the 

Educational Preparation for Dietetic Practice 

Be It Further Resolved That this Association hereby en- 
dorse the efforts now being made by the American Dietetic 
Association and by the American Association of Home 
Economics in promoting the standards of dietetic practice 
and in formulating the prerequisites for endorsement both of 
the dietitian and of schools recognized as giving acceptable 
prerequisite and professional education. 
34. Medical Social Service 

Be It Further Resolved That this Association hereby re- 
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state its conviction that courses in social service and partic- 
ularly in medical social service form a most valuable and at 
the present time practically indispensable preparation for the 
executives and administrators of our hospitals; that, there- 
fore, the Sisters be encouraged to seek opportunities for tak- 
ing such courses, in conformity however, with the prescrip- 
tions laid down in the message of our Holy Father; and that 
our hospitals be encouraged to organize departments of medi- 
cal social service for the furtherance and better performance 
of their public responsibilities. 

35. Hospital Administration— A Specialized Profes- 

sional Activity 

Be It Further Resolved That our Association record its 
conviction that hospital administration is rapidly developing 
into a specialized professional activity; that the Sisters be 
encouraged to familiarize themselves with this development 
and seek to qualify according to the recognized demands; 
that the Reverend Superiors of the various Sisterhoods be 
requested to give serious study to these developments with 
the intention of enabling the superintendents of the hospitals 
to seek educational opportunities in these directions and that 
finally, those educational institutions which have planned such 
developments be encouraged to develop their interests and to 
organize their programs with the needs of the Sisters in 
mind, all this however, in accordance with the recent mes- 
sage from His Holiness to our Association. 

36. The Association’s Official Journal, Hospital Progress 

Be It Further Resolved That our Association hereby recom- 
mend the development of a deeper interest among its mem- 
ber institutions and among the Sisters in the official journal 
of the Association, HosprTAL ProGress; that the scientific, 
educational, promotional, and religious character of this 
Journal be brought more intensively and permanently to the 
notice of our hospital personnel including specially the Sis- 
ters; and that the members of the hospital staffs be encour- 
aged to work actively for the wider use of this publication. 
37. The Reverend Albert C. Fox, S.J. 

Be It Further Resolved That this Association hereby record 
its deep grief over the departure from this life of the Rever- 
end Albert C. Fox, S.J., Dean of the College of Arts and 
Science of John Carroll University, who during many years 
of his life, particularly in the early days of our Association, 
was an acknowledged leader in several fields of hospital activ- 
ity and who lent his effective guidance in shaping the policies 
of the Association, in promoting its influence and in elevat- 
ing its educational efforts. 

38. Franklin H. Martin, M.D. 

Be It Further Resolved That this Association record its 
deep sense of privation on the occasion of the death of Dr. 
Franklin H. Martin, Director General of the American Col- 
lege of Surgeons. Dr. Martin’s interest in the Association 
and in the Sisters must be regarded as being indicative of one 
of his characteristic traits. He made effective the promptings 
of his generous altruism and idealism by extending to our 
institutions at all times the co-operative service of the great 
Association of which he was the founder and, for so many 
years, the director. 


Be It Further Resolved That this Association hereby rededicate itself, its member hospitals, and the entire Sister personnel 
of these institutions to self-sacrificing work in the cause of the Catholic hospital. This cause we recognize to be one dearest 
to the Heart of Christ, to work in every way physically as well as spiritually for the alleviation of human suffering as an 
aid in the salvation of souls. To this work of Christ, we pledge ourselves anew, we bind ourselves by a promise that all 
our thoughts and activities will be directed by motivations in which self shall have no part but in which Christ and His 
interests shall be dominant. We pledge for each of these Sisters that her spiritual life shall be such as to enliven her every 
action; that she will within the bounds of her vow of obedience work for her own professional progress, all this in conform- 
ity with the recently expressed wish of His Holiness. We promise that we will encourage our Sisters to derive inspiration 
from the motives of her religion and her religious vocation, from the Eucharistic Christ, and from those models of sanctity 
in public service who have been placed before us for our imitation. Each of these Sisters will realize that even the best 
service for the sick poor can scarcely be worthy of Him who.n these sick poor represent to us and we give ourselves to the 
service of these patients because we wish to make ever more and more real in our lives, the motto of our Association, “The 


Charity of Christ presseth us onward.” 














S) NEW BOOKS 


BOOKS REVIEWED 
A Practical Medical Dictionary 

By Thomas Lathrop Stedman, A.M., M.D. Twelfth, Revised 
Edition. Supplemented by New British Anatomical Nomencla- 
ture. Illustrated. 1265 pp. William Wood and Company, Balti- 
more, Md., 1934. 

American Pocket Medical Dictionary 

Edited by W. A. Newman Dorland, A.M., M.D. Fifteenth 
Edition, Revised and Entirely Reset. 920 pp. W. B. Saunders 
Co., Philadelphia and London, 1934. 

A Short Encyclopaedia for Nurses 

By Evelyn C. Pearce. 625 pp. Oxford University Press, 114 
Fifth Avenue, New York, 1934. 

The “dictionary habit” is one of the most valuable and practical 
habits for physicians, nurses, and hospital administrators. If one 
can avoid the abuse of a habit by realizing that it cannot supply 
a rounded-out education and restrict its exercise to the purposes 
in which it is most helpful, the dictionary habit becomes a real 
psychological asset. It is good, therefore, to find the old friends 
among dictionaries appearing in new dress. 

The standards in medical dictionaries which have been set 
by Stedman’s has made of this volume a standard and in- 
dispensable work of reference. The Twelfth Revised Edition has 
just appeared. About a thousand new titles, not counting several 
hundred rew subtitles, have been added and, as the author says 
in his preface to this edition, “the prolific medical jargon has 
grown by an average of more than one new word a day during 
the past three years.” We note, too, that the appendices show 
some new features. Apparently the Tables of Drugs with their 
dosages and therapeutic indications have been revised. We find 
the usual Tables of Weights and Measures, Stethoscopic Abbrevia- 
tions, Temperature and Barometer scales, Tables of Elements 
and Tables of Microparasites. The Table of Anatomical Synonyms 
which give in parallel columns the Latin form, the British and 
Irish Anatomical Society’s Nomenclature, and the Basle Ana- 
tomical Nomenclature (B.N.A.) concludes the volume. But some 
of the new German terms devised by the Nomenklatur Komis- 
sion have been inserted and are specially marked. It would be 
redundant to add words of recommendation of this standard 
work of reference. 

Dorland’s American Pocket Medical Dictionary alsc reappears, 
this time in its fifteenth revised and entirely reset edition. This 
work too is one of the old “stand-bys.’”’ The preface claims the 
addition of five thousand new terms and the revision and enlarge- 
ment of “hundreds of definitions.”” Obviously the publishers have 
kept the nurses specially in mind for they state that the special 
needs of that profession have been considered. In this volume, 
too, the tables and the appendices are specially useful, the dosage 
tables being arranged in a particularly practical form. Concern- 
ing this book, tco, one may say what might be said of a friend 
who has grown in avoirdupois, that “to have more of a friend 
is a cause for rejoicing.” On the other hand, we do hope that 
Dorland will not outgrow a reasonable pocket size. Even now it 
is better accommodated to an overcoat pocket. 

A newcomer among reference works and which frankly claims 
to be not a dictionary but an encyclopedia is Miss Pearce’s 
Encyclopedia for Nurses. This is one of those books which one 
might place with much benefaction upon the desk in every 
nursing station in the hospital. The habit of consulting it would 
probably do much toward helping to bring definiteness and ac- 
curacy into bedside notes. Frequent reference to it would help 
in making the professional conferences between physicians and 
nurses more productive of enlightenment and advantageous to 
the patient. We might whisper, in passing, that the enlightenment 
would not always be of advantage to the nurse only. The author 
has brought together within the confines of 625 pages an enor- 
mous amount of information. One’s only misgiving about works 
such as this is that it may produce in the mind of the reader so 
much of a satisfaction by its completeness that the nurse might 
be content with what she has read without feeling, by a sup- 
pression of the data to turn to more extensive discussions of the 
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same problem. We strongly recommend the addition of this 


work to Nurses’ Libraries. — A.W. 


Economic Problems of Medicine 

By A. C. Christie, M.S., M.D. 242 pp. The Macmillan Com- 
pany, New York, 1935. 

Dr. Christie’s timely, readable, and very suggestive contribu- 
tion to one of today’s pressing problems must be recommended 
with peculiar pleasure. As a member of the Committee on the 
Costs of Medical Care he has evidently taken his work seriously. 
It is clear from his writing, moreover, that he has approached 
his problem with an open mind. He has tried throughout the 
volume to be fair to the two sides of the consideration and 
without becoming dogmatic he has allowed his own personal 
conclusions to be visible through his objective presentation with 
just enough suggestiveness to lend interest to his writing without 
inviting controversy. There may be paragraphs in his volume 
with which one may not always fully agree, if not in their 
wording, at least in their special implication. But even in these 
sections one feels the complete sincerity of the author. 

There are many sections of the volume which one might desire 
to quote. The present reviewer is impressed with the conclusion 
to the first chapter “changes based upon considerations of ex- 
pediency rather than upon sound ethical principles can result 
eventually only in harm both to the medical profession and to 
the people.” A sound principle this, not only in the field of 
medical economics but in every other and one which should 
form the basis of all those who, to paraphrase a trite saying 
“prefer evolution to revolution.” A chapter on the private prac- 
tice of medicine implies much of the attitude and viewpoint of 
the signers of the Minority Report of the Committee on the 
Costs of Medical Care of which group Dr. Christie is a member. 
Similar comment might be made upon the chapter, Health In- 
surance, Voluntary and Compulsory. Those who are interested 
in the efforts of the medical societies to face the problems of 
the wider diffusion of medical care will find an excellent sum- 
mary of such efforts in Chapter X dealing with “New Methods 
of Medical Care.” Finally, in Chapters XI and XII the author 
offers a summary of the literature dealing with the solution to 
the problems of medical care. 

We believe that Dr. Christie has made a valuable contribution 
to many vexed questions. — A.M.S., SJ. 


League of Nations. Quarterly Bulletin of the Health Organ- 
ization. Volume III, No. 4, December, 1934, Geneva. 

League of Nations. Quarterly Bulletin of the Health Organ- 
ization. Biological Standardization. Special Number, January, 1935, 
Gereva. 

We have previcusly referred in these columns to the Quarterly 
Bulletin of the Health Organization of the League of Nations. 
The December, 1934, number presents an admirable review of 
the Interrational status of infant mortality. K. Stouman, the 
Chief Statistician of the Health Section of the League of Na- 
tions’ Secretariat, entitles his paper “The Perilous Threshold of 
Life” and reaches conclusions which are all the more gratifying 
as they are cbviously well documented by the data which the 
author presents. It is clear that, taking an international view of 
the situation, infant mortality is decreasing at a most satisfactory 
rate. The author points out that this fact is one of the gratify- 
ing features of the present International social unrest and is in- 
clined to take from this fact “the lesson of encouragement .. . 
at a time when discouragement and uncertainty as to the future 
prevailed . . . it must then be that the crisis through which we 
are passing, far from being an agony, is one of adaptation, the 
first favorable effects of which can already be discerned.” The 
author studies the problem of infant mortality practically entirely 
from the demographic viewpoint stressing the data bearing upon 
the question from population censuses and from the effect of the 
decreased infant mortality upon populations. He omits the dis- 
cussion of the medical etiology and even of other social influences 
which have brought about these bettered conditions. All students 

(Continued on Page 34A) 
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Would You Permit Us to Eliminate 
a Single One of These Tests and Safeguards 
we in Preparing Baxter’s 
Intravenous Solutions 
in Vacoliters for You? 


Several members of a certain hospital staff 
visited the Baxter Laboratories recently. With 
their own eyes they saw each of Baxter's 
twenty-one exclusive tests and safeguards. 
There is a test for every step in the Baxter 
process. 

Baxter's Solutions are tested biologically on 
laboratory animals; chemically tested for hy- 
drogen ion concentration; electrically tested 
for purity and visually tested under variated 
lights against duo-tone backgrounds. 
Distilled water is tested automatically and 
rejected if more than four hours old. Finished 
solutions are stored, to be rechecked, just 
before shipment to you. 

Nothing is left undone that can be done, for 
with Baxter, your confidence counts most. 
Baxter will not compromise quality either for 
economy or profit. And safe intravenous 
solutions cannot be produced for less 
than Baxter charges. 
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We asked our laboratory visitors, “In order to 
reduce the price a few pennies would you 
permit the omission of a single one of Baxter's 
safeguards in the solutions prepared for you?” 
Their answer was a decisive “No”. 


In appreciation of the loyalty of nearly three 
thousand hospitals to Baxter's, the American 
Hospital Supply Corporation, sponsors of 
Baxter's Intravenous Solutions in Vacoliters, 
have developed a plan for hospitals, large 
and small, whereby you may enjoy the advan- 
tages of Baxter's Solutions, at a fair price, 
and at a LOWER NET ANNUAL COST TO YOU. 
Write for it. 





GLENDALE, CALIF. BAXTER LABORATORIES, INC. GLENVIEW, ILL. 


Distributed East of the Rockies by 


W 
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AMERICAN HOSPITAL SUPPLY CORP. 


315 Fourth Avenue Merchandise Mart 
NEW YORK CHICAGO CHICAGO 























Belgium 
Physicians Meet. An International Congress of Catholic 
physicians, under the sponsorship of the Association of St. 
Luke, was held at Brussels, in June. Physicians and medical 
educators, representing Catholic doctors’ associations from 
Holland, France, Austria, and Hungary, attended the sessions. 


Canada 

Cancer Clinic for Hospital. The Ottawa General Hospital, 
Ottawa, Ont., is planning to open a cancer clinic at the insti- 
tution. The government has agreed to supply the hospital 
with 100 milligrams of radium. 

Modern Hospital of 1724. According to records of research 
conducted by Dr. W. W. Patton, of Port Morien, N. S., there 
was, in 1724 a 100-bed hospital at Louisberg, N. S., equipped 
with running hot and cold water. The building was of stone, 
and consisted of two stories and basement. The roof was of 
wood. On the upper floor were four wards and six private 
rooms. In the basement were the laundry and kitchen. It was 
conducted by the Society of the Hospitallers of St. John of 
God. The building occupied what is now a full city block, and 
one end of the structure contained an altar. It was main- 
tained through port dues; that is, the fishermen using the 
Atlantic port, second oldest seaport in America, were obliged 
to contribute ten pounds of fresh or dried cod to the hospital 
every week day. The cod not used by the institution was 
exchanged for items needed. Another factor in the main- 
tenance was the donation to the hospital of rations sufficient 
for six soldiers in the French garrison forces, each day. The 
Louisberg hospital, the ruins of which were unearthed only 
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recently, was the second hospital established on Atlantic 
shores, the first being built and opened by the French in 
1629. This latter institution contained only eight beds, how- 
ever, and was not nearly as well equipped as the one at 
Louisberg. 

Italy 

I. C. F. N. Program at Rome. Rev. Edward F. Garesché, 
S.J., spiritual director of the International Catholic Federa- 
tion of Nurses, New York City, has received from the inter- 
national headquarters at Paris the program of the convention 
and pilgrimage of nurses, to be held in Rome, August 25 to 
28. The four-day program will be devoted to exercises of the 
Congress pilgrimage, with additional days given the pilgrims 
to visit shrines and historic places in the city. Addresses and 
discussions will be devoted to the topic, “Catholic Action for 
Nurses.” 

On the first day, there will be an international meeting in 
the morning, when Mass will be celebrated at St. Mary 
Major and sermons given in English, French, German and 
Italian. In the afternoon, the national groups will hold special 
sessions. In the evening, the first international meeting for 
the study of special topics will be held. 

The second day, August 26, will open with Mass in the 
Catacombs. Another international meeting will follow in the 
afternoon, when it is hoped at this time an audience with the 
Holy Father will be arranged. In the evening, the delegates 
will meet at the Coliseum for prayer. 

The third day, Mass will be celebrated at St. John Lateran, 


while the afternoon will be devoted to an automobile tour of 
(Continued on Page 18A) 
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MACMILLAN NURSING TEXTS AT A GLANCE 


ANATOMY and PHYSIOLOGY 


Kimber-Gray-Stackpole: TEXTBOOK OF ANATO- 
MY AND PHYSIOLOGY, 
See 





Gray: STUDY GUIDE TEST-BOOK IN ANATOMY 

















AND PHYSIOLOGY 2d ed._................... $1.00 
BACTERIOLOGY 
Burdon: A TEXTBOOK OF BACTERIOLOGY _____$2.75 
Rice: APPLIED BACTERIOLOGY ..$2.50 
Smeeton: BACTERIOLOGY, 4th ed. $3.00 
White: APPLIED BACTERIOLOGY -....................$2.25 








CASE STUDIES 


Jensen: STUDENTS’ HANDBOOK NURSING CASE 
eae —— 








CHEMISTRY 


Bartlett and Ink: PRINCIPLES OF CHEMISTRY 
AND THEIR APPLICATION $3.00 





Goostray and Karr: A TEXTBOOK OF CHEMIS- 
TRY, 4th ed. munand sane 
Probable price —____. is taeinteia 





Guenther: AN ELEMENTARY TEXTBOOK OF 








CHEMISTRY — me T 
DIETETICS 
Proudfit: NUTRITION AND DIET THERAPY, 
CN  aeecatasircndiesaicheseeceiiaiclnrncig ....$3.00 








DRUGS and SOLUTIONS 


Goostray: INTRODUCTION TO MATERIA MED- 
ICA — DRUGS AND _ SOLUTIONS, 
PRR ERE SS ee ee ccna salen $1.75 





Blumenthal: PRINCIPLES OF SOLUTION AND 
IEEE sicsc=shinisncepiniinnaintondentinalibioncemnaicl $1.60 





EYE-EAR-NOSE and THROAT 


Denison: TEXTBOOK OF EYE, EAR, NOSE AND 
THROAT NURSING _.....$3.00 








HISTORY 
| Seymer: A GENERAL HISTORY OF NURSING __ $2.75 





HYGIENE 


Smiley-Gould-Melby: PRINCIPLES AND PRAC- 
TICE OF HYGIENE, 2d ed. $2.50 





MASSAGE 
| Jensen: FUNDAMENTALS IN MASSAGE _ $2.00 





The Macmillan Company 


MATERIA MEDICA 


Blumgarten: TEXTBOOK OF MATERIA MEDICA, 
6th ed. ane $3.00 





Sister Alma: TEXTBOOK OF MATERIA MEDICA 
AND THERAPEUTICS $2.50 








MEDICAL NURSING 
Blumgarten: TEXTBOOK OF MEDICINE, 2d ed... $3.00 





Jensen and Jensen: MEDICAL NURSING $2.50 








MENTAL NURSING and PSYCHIATRY 
Bailey: NURSING MENTAL DISEASES, 3d ed. $2.50 





Noyes: TEXTBOOK OF PSYCHIATRY $2.50 








OBSTETRICAL NURSING 
| Van Blarcom: OBSTETRICAL NURSING, 34 ed.__$3.00 




















ORTHOPEDICS 
Sever: PRINCIPLES OF ORTHOPEDIC SURGERY 
FOR NURSES, 2d ed. __ ee 
PATHOLOGY 
Salsbury: ESSENTIALS OF PATHOLOGY — 
St. George: PATHOLOGY FOR NURSES $11.75 
PEDIATRICS 
Cutler-Pierce-Bancroft: PEDIATRIC NURSING, 
2d ed. _.. wee 
Lucas: CHILDREN’S DISEASES $2.75 





PRACTICAL NURSING 
Harmer: PRINCIPLES AND PRACTICE OF NURS- 








ING, 3d ed. $3.00 
PSYCHOLOGY 
Robinson-Kirk: INTRODUCTION TO PSYCHOL- 
OGY $2.50 








PUBLIC HEALTH 
| Gardner: PUBLIC HEALTH NURSING, 2d ed. _$3.00 





SURGICAL NURSING 


Lockwood-Wolfer: PRINCIPLES AND PRACTICE 
OF SURGICAL NURSING, 
2d ed. Published July $2.75 





Colp and Keller: TEXTBOOK OF SURGICAL 
NURSING, 2d ed. $3.00 
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. - daily routine 
in 2500 nurseries 














AMERICA’S FAVORITE BABY SOAP, is 
the title rightfully earned by Baby-San. To- 
day, in more than 2000 leading hospitals, it 
is used for bathing new-born babies. Because 
the smooth, rich lather leaves the skin sweet, 
clean and lubricated against dryness, Baby- 
San is the choice in over 60% of the nurseries 
of the United States and Canada. 


Baby-San removes the vernix thoroughly and 
gently in one simple bathing. No greases or 
oils are used with the Baby-San technique. 


Just a few drops are needed for the baby’s 
bath, because Baby-San is highly concentrated. 
When used in the Portable Baby-San Dispenser* 
the supply is never wasted. Sparingly, this 
Dispenser gives just the right amount of soap. 


*Furnished without charge to users of Baby-San. 
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| the city. The fourth day, Mass will be held at St. Peter’s, 


followed by an international study meeting. The program 
for the afternoon will comprise an international meeting and 


a special session for Religious. The convention will be con- 





cluded in the evening, with a farewell meeting in one of the 
gardens of Rome, when another address in English, French, 
German, and Italian will be delivered. 

Japan 

Salesian Fathers’ Hospice Approved. The Japanese govern- 
ment has granted official recognition to the Catholic hospice 
conducted by the Salesian Fathers at Miyazaki. The Civil 
Prefect of the province recently visited the hospice and ex- 
pressed complete satisfaction with the work done at the in- 
stitution. 

Porto Rico 

Porto Rican Graduation. Commencement exercises were 
held recently for nine nurses of the Bishop Willinger School 
of Nursing at Ponce. Diplomas were conferred upon the 
graduates by His Excellency, Most Rev. Aloysius J. Will- 
inger, D.D., bishop of Ponce. The commencement address 
was delivered by Rev. Dr. Vicente Murga, founder and pres- 
ident of the Students’ Catholic Club at the University of 
Porto Rico at Rio Piedras. This school, which is endowed 
by Bishop Willinger, is the first and only Catholic school of 
its kind in Porto Rico. 

Alabama 

Negro Dispensary Opened. The first unit of St. Jude’s 
Negro Apostolate was opened recently, following the dedica- 
tion of St. Jude’s Catholic Dispensary for Colored at Mont- 
gomery. Mass was celebrated in the chapel by His Excellency, 
Most Rev. Thomas J. Toolen, bishop of Mobile. The blessing 
was given by Rt. Rev. Msgr. James B. Rogers, pastor of 
St. Peter’s Church, Montgomery, followed by an address by 
Rev. Harold Purcell, C.P., former editor of The Sign, under 
whose direction the work is being undertaken. Benediction 
concluded the program. 

The dispensary, which is located in the heart of the col- 
ored district of the city, includes living quarters for the 
nurses in charge, a resident priest, and a chapel. It is under 
the personal supervision of Marie E. Meredith, assisted by 
Mary Brelsford, both of whom have volunteered to assist in 
medical mission work among the colored poor of Mont- 
gomery. 

Connecticut 

New Chapter, C.F.N. The first meeting of the Bridgeport 
Chapter of the Catholic Federation of Nurses was held at 
St. Vincent’s Hospital Nurses’ Home in Bridgeport on April 
28. 

Illinois 

Mother Cabrini Memorial Hospital, Chicago. On June 3, 
the annual commencement exercises were held for senior 
students of the school of nursing. Dr. C. Pintozzi delivered 
an address, entitled “The Hospital,” while Dr. A. Sullivan 
delivered the address to the graduates, and Hon. Nuncio 
Bonelli talked on “The Psychological Effect of Nursing.” 


| The presentation of the school pins and diplomas was made 


by the directress of nurses, followed by the conferring of 
the diplomas upon the interns by Dr. S. Peluse. A program 
of vocal and instrumental music concluded the program. 

On June 20, the alumnae association of the hospital held 
a dinner dance at a downtown hotel, in honor of the grad- 
uating class.° 

St. Mary’s Hospital, Quincy. Sixteen senior students of the 
school of nursing were graduated at exercises held in the 
chapel. A solemn high Mass was celebrated by Rev. Anthony 
Braun, O.F.M., followed by the commencement address, 

(Continued on Page 20A) 
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two tubes in one 
operating in oil 


®@ You can do better work, and your peace of 
mind is assured when you have a G-E oil- 
immersed shock-proof tube installation for 
diagnosis. 

Oil immersion of the tube and insulated 
cable connections to the generating equip- 
ment provide 100% electrical safety, when 
you install this new G-E shock-proof tube. 
This tube has a range of focal spot sizes de- 
signed to produce the finest possible radio- 
graphs. This means greater range of diagnosis 
at lower initial cost. 

Ease of manipulation because of rugged, 
compact construction, long tube life because 








of generous design, and adequate x-ray pro- 
tection together with the assurance of proper 
operation regardless of humidity, altitude, or 
atmospheric conditions are other reasons why 
you will want to use this new G-E shock- 
proof tube unit. 

It is readily adaptable to many existing 
installations. Modernize your existing equip- 
ment with this new efficient G-E de- 
velopment, a result of fifteen years’ experi- 
ence as a pioneer in the design of equip- 
ment embodying the principle of immersing 
the tube in oil. Write for complete infor- 
mation. 
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--- EXACTLY THE RIGHT 


INTENSIFYING SCREEN! NG yt 





A@ you properly equipped with intensifying screens... 
equipped to produce negatives of highest quality 


under a wide range of conditions ? 

Check over the following list and see if you are. 

‘No matter what type or types of work you do, there are 
Patterson Screens available which are exactly suited to 
your requirements. Why not check off the screens you 
should have... but haven’t...and ask your dealer for a 

demonstration. 
* HI-SPEED COMBINATION: For exceptional speed over 


all voltage ranges. Admirable balance between speed and 





detail. 
* PAR-SPEED COMBINATION: A less expensive screen for 
general radiography where screen speed is not the primary 





consideration. 
DETAIL COMBINATION: For use where detail! is para- 
mount and speed is secondary. Gives operator full advan- 





tage of fine focus tubes. 
FLUORAZURE COMBINATION: Fastest screen made, 
especially in the low kilovoltages. Of great advantage for 





low powered units and soft tissue representation where 


contrast is essential. 
% The Hi-Speed and Par-Speed Combinations are for general 
routine work. They meet a very wide variety of needs and 
constitute the “backbone’’ of laboratory screen equipment. 
PATTERSON SCREEN COMPANY 
TOWANDA, PENNA., U. S. A. 


THE 
DEPT. H.P., 


Patterson 


INTENSIFYING RAY FLUOROSCOPIC 





SCREEN SPECIALISTS FOR MORE THAN 20 YEARS 
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which was delivered by Rt. Rev. Msgr. William T. Sloan, 
director of the Propagation of the Faith, Springfield, Ill. 
The Franciscan Brothers’ Choir of St. James Trade School, 
Springfield, Ill., presented a musical program. Rev. Vincent 
Fochtman, O.F.M., Ph.D., president of Quincy College, 
presented the diplomas. The Nightingale Pledge, recited in 
unison by the class, and Solemn Benediction concluded the 
program, which was followed by breakfast in the hospital 
gardens. 

Little Company of Mary Hospital, Chicago. Eight stu- 
dents of the school of nursing were graduated at exercises 
held at the hospital June 13. Three of the graduates were 
novices in the Order of the Sisters of the Little Company 
of Mary. Dr. Joseph A. Tobin, director of the department 
of nursing at De Paul University, Chicago, presented the 
diplomas. This hospital was built five years ago, and the 
school of nursing established three years ago. It is one of 
ten Catholic schools of nursing affiliated with the De Paul 
University. 

Indiana 

Sisters Plan Addition. The Sisters of St. Joseph are plan- 
ning to build an addition to Mercy Hospital, Elwood, which 
will double the capacity of the institution. The new annex 
will cost approximately $120,000. 


Iowa 


Mercy Hospital, Davenport. A class of 21 nurses was grad- 
uated from the school of nursing at exercises held in the 
chapel of St. Ambrose College. A solemn high Mass was 
celebrated by Rt. Rev. Msgr. Martin Cone, president of 
the College, while the sermon was preached by Rev. J. C. 
Fenton, professor of philosophy at the College. His Excel- 
lency, Most Rev. Henry P. Rohlman, bishop of Davenport, 
presented the diplomas. The Sisters’ and nurses’ choir ren- 
dered the music for the Mass. Later in the day, the Sisters of 
Mercy, who conduct the hospital, were hostesses at a lunch- 
eon held in honor of the graduating class. 

A Modernization Program. A two-day educational clinic 
for Iowa physicians was held recently at Mercy Hospital, 
Des Moines. About 60 or 70 surgical operations were per- 


| formed at the clinic, which is to be an annual event, accord- 


ing to Dr. B. C. Barnes, president of the staff. A series of 
lectures and case presentations accompanied the operative 
clinic, which included operations in brain surgery, surgery of 
the chest cavity, and plastic surgery. Visiting physicians 
attended a banquet at the Hotel Kirkwood the second day 
of the clinic, at which Dr. Alfred W. Adson, of the Mayo 
Clinic, and Dr. Walter L. Bierring, state health commissioner 
and president of the American Medical Association, delivered 
addresses. 

The clinic this year marked the opening of 40 new beds 
as a part of a $50,000 modernization program. This program 
provides for the dividing of the hospital into two depart- 
ments. The first floor will be devoted to pediatrics, the 
second floor to internal medicine, the third floor to obstetrics 
and eye. ear, nose, and throat, the fourth floor to general 
surgery and orthopedics, and the fifth floor to urology. 

Additional space for the 40 beds now ready for occupancy 
was obtained by remodeling the fifth floor, which had been 
used for storage and as a dormitory for nurses. At present, a 
new operating room and a modernized obstetrical department 
are under construction. 

The school of nursing held its annual graduation exercises 
May 31 at St. Ambrose Cathedral. His Excellency, Most Rev. 
Gerald T. Bergan, D.D., bishop of Des Moines, delivered the 
commencement address and presented the diplomas. Bac- 
calaureate services were held in the hospital chapel May 26, 
when Rev. E. L. Ford delivered the sermon. Following the 
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services, the Sisters of Mercy were hostesses at a luncheon 
honoring the 18 members of the graduating class. 


Kentucky 
Annual Tag Day. On June 22, St. Elizabeth Hospital, 
Covington, held the annual tag day. The hospital treats hun- 
dreds of charity cases each year, and this year citizens were 
urged to establish a record for the sale of tags. 


Michigan 

St. Mary’s Hospital, Saginaw. Seventeen nurses received 
their diplomas on June 29 at St. Mary’s Hospital, Saginaw. 
Rev. William J. Mahoney, C.M., of Niagara University, 
delivered the commencement address in the chapel. Benedic- 
tion of the Blessed Sacrament concluded the exercises. 

Sodality Elects Officers. The Nurses’ Sodality of the Blessed 
Virgin, an organization of St. Mary’s Hospital School of 
Nursing, Minneapolis, held a recent business meeting. At 
this time, officers were elected, and Miss Pauline Driscoll 
was chosen president. Rev. Charles M. Carty, of St. Paul, 
delivered an interesting address. On July 7, under the direc- 
tion of members of the graduating class, a lawn social was 
held on the Mississippi River bank, adjoining the nurses’ 
home. 

Nebraska 

Sisters Purchase Former Hospital. The building formerly 
known as the Norfolk General Hospital, at Norfolk, has been 
purchased by the Benedictine Sisters. Although no official 
announcement has been made, it is believed that the Sisters 
plan to have the building remodeled and reopened as a hos- 
pital next summer. 

Dietitians Meet. The Nebraska State Dietetic Association 


held its first state meeting June 21, at Omaha. The Associa- | 


tion, which was organized last fall, held the morning session 
with the dietetic division of the Catholic Hospital Associa- 
tion at Creighton University gymnasium. A noon luncheon 
followed at the Paxton Hotel, at which the guest speaker 


was Miss Dorothy Lenfest, of Chicago, of the business ad- | 


ministration office of the American Dietetic Association. A 
business meeting and several addresses followed. The prin- 


cipal address, “Copper and Iron in the Human Mechanism,” | 
was delivered by Dr. Adolph Sachs. The meeting was con- | 


cluded with a dinner in the evening. 


North Carolina 


Sisters Buy Hospital. Finnell Infirmary, at Rock Hill, will | 


be taken over by the Sisters @f St. Francis of Peoria, IIl., 
according to a recent announcement. The Sisters will call the 


institution Mercy Hospital. Its present bed capacity of 75 | 


will be increased to 100. 


New Jersey 


New Shrine Blessed. On July 2, a beautiful shrine of Our 
Lady of Lourdes on the grounds of Holy Name Hospital, 
Teaneck, was solemnly blessed by Rev. John A. Westman, 
chaplain. The shrine is the gift of Mrs. Margaret Ryan of 
Edgewater, who erected it in memory of her deceased hus- 
band, James F. Ryan and the members of the McGavy 
family. 

New York 

Maternity Guild Organized. Following a series of confer- 
ences and meetings, a Maternity Guild was formed recently 
at New York City. This is the tenth organization of its kind 
to be established in the United States. The purpose of the 
Guild is to deal with the financial and hospitalization phases 
of maternity, and also to foster Catholic teachings on mar- 
riage and maternity. 

Nurses’ Retreat. On June 23, nurses of New York City 
were given an opportunity to attend a one-day retreat at the 
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THE HEIDBRINK 


NEW 
TWO-CHAMBER ABSORBER 
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NOW STANDARD EQUIPMEMT 
on all 
KINET-O-METERS 


This New No. 8 Two-Chamber Absorber removes 
the last inconvenience from the administering of 
anesthetic gases by the Carbon Dioxid absorption 
method. 


The two chambers, each independent of the other, 
provide practically double the amount of soda lime 
formerly available. There is always one chamber of 
fresh lime in reserve. 


Delays and inconveniences caused by the necessity 
of changing soda lime or switching to the full flow 
method during an operation are entirely eliminated. 


By turning one valve either chamber can be opened 
for use to any extent desired, or both chambers can 
be used in combination. Thus the exhaled gases may 
be passed fractionally through the two chambers 
simultaneously to prolong the usefulness of lime. 


The No. 8 Absorber is supplied with all Kineto- 


meters with no increase in price. 


SEE IT AT OUR BOOTH DURING THE 
COMING NATIONAL MEDICAL AND 
HOSPITAL CONVENTIONS 


The Heidbrink Company 


2633 Fourth Avenue South 
Minneapolis, Minn. 
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Here is a 
Rabies 
Vaccine in a 
Concentrated 
Dose 


HE new Mulford Rabies 

Vaccine (Human) is an out- 
standing improvement among 
rabies vaccines. Only one-fourth 
the volume! 25% more brain 
and spinal cord tissue in each 
dose! 

The improved, concentrated 
vaccine is packaged in an im- 
proved, smaller syringe. This 
means greater convenience in 
administration for the physi- 
cian—less pain at the site of 
injection for the patient. As 
fourteen or twenty-one doses of 
vaccine are administered within 
ten to fourteen days, the supe- 
riority of the smaller dose is 
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The new '5-cc. concentrated 
Rabies Vaccine Mulford in 


comparison to the old 2-cc 


syringe. 25°, more tissue vac- 


cine and one-fourth the volume 


doubly apparent. 

The new Rabies Vaccine Mul- 
ford is a 4-cc. dose containing 
a 25% sterile suspension of 
brain and spinal cord tissue of 
rabbits moribund from the in- 
jection of a fixed strain of rabies 
virus. It is a killed vaccine. The 
amount and strength of the vac- 
cine are identical in each sepa- 
rate dose. 

The new package of concen- 
trated Mulford Rabies Vaccine 





(Human) is available for either 
the fourteen-dose treatment or 
twenty-one-dose treatment. 


MULFORD BIOLOGICAL 
LABORATORIES 


Sharp & Dohme 


Philadelphia 
Rabies Vaccine 


Mulford 


Baltimore 
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Convent of Mary Reparatrix. Holy Mass was celebrated at 
St. Leo’s Church, followed by breakfast at the Convent. 
The spiritual exercises were conducted by Rev. Edward F. 
Garesché, S.J., general spiritual director of the National 
Catholic Federation of Nurses. 

New Addition Planned. Members of the advisory board of 
St. Joseph’s Hospital, Far Rockaway, L. I., met recently to 
discuss plans for constructing a new wing to the hospital. 
A ten-day campaign, which ended June 20, was conducted 
for the purpose of raising $100,000. Of this amount, $71,058 
has been subscribed. 

Medical Mission Course. The seventh annual Medical 
Mission Course by the Catholic Medical Mission Board was 
opened at the headquarters of the Board in New York City 
on July 1. The course will end July 25. Special lectures and 
training is given by experts in tropical medicine. 


A New Sisterhood. A new community of Sisters has been 
established by His Eminence Cardinal Hayes for the pur- 
pose of aiding the Catholic medical missions and, in par- 
ticular, to have charge of the headquarters of The Catholic 
Medical Mission Board, 8 and 10 West Seventeenth St., 
New York City. It was found by Rev. Edward F. Garesché, 
S.J., president of the C. M. M. B., that no existing com- 
munity of Sisters was able to supply the necessary personnel 
and training for this work. 

The official title of the new community is Daughters of 
Mary, Health of the Sick. For short, they will be called 
Mission Health Sisters. The mother house and novitiate will 
be in New York City and the first class of applicants will 
be received on the Feast of the Nativity of the Blessed 
Virgin, September 8, 1935. 


(Continued on Page 24A) 





CABINETS FOR CENTRAL LINEN SERVICE, DE PAUL HOSPITAL, ST. LOUIS, MISSOURI 
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STANDARD X-RAY CO. 


has stood for 


QUALITY X-RAY 
APPARATUS AT. 
MODERATE PRICES 


Because of various situations and conditions that have de- 


C 


veloped in our industry, we desire to make a frank state- 
ment in regard to our method of operating and our policies. 
Please remember these facts whenever you think of 


Standard X-Ray Co.: 
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(Continued from Page 22A) 
Pennsylvania 

An Interesting Meeting. The Marcelline League, a newly 
organized group of Catholic nurses of the Pittsburgh Diocese, 
received Holy Communion in a body, on June 9, at St. Paul’s 
Cathedral. A feature of the event was a breakfast at Mercy 
Hospital, following the Mass, to which all local hospital 
chaplains had been invited. A business meeting was held at 
Mercy Hospital School of Nursing, followed by a moving- 
picture demonstration of a plastic coronary operation upon 
the heart, performed by Dr. Beck, of Western Reserve 
University, Cleveland, Ohio. Mrs. Gertrude L. Fife delivered 
a brief address on the anesthetic administered in this opera- 


| tion. A talk on “Education of the Nurse,” by Rev. Michael 


Brannigan, C.S.Sp., vice-president of Duquesne University, 
and a discussion of “Hourly Nursing,” by Miss Mary Welsh, 
concluded the program. 


Wisconsin 
Golden Jubilee of Hospital. St. Joseph’s Hospital, Chip- 
pewa Falls, observed the golden jubilee of its founding, June 
25 and 26. A solemn high Mass was celebrated at St. Charles 


| Church, at which His Excellency, Most Rev. A. J. McGavick, 


bishop of La Crosse, assisted. Rev. J. Howard Brown, of 
Kendall, Wis., preached the sermon. A banquet was held for 


| the clergy at noon, and Benediction followed at 4 p.m. Open 


house was held at the institution from 2 to 5 p.m., when 


| visitors were shown through the hospital on an inspection 


| tour. In the evening, the Sisters of the hospital tendered a 


1 Our policy of LOWER PRICES is the natural result of 
our lower overhead. We own free of encumbrance our 


factory site, buildings, machinery, all manufactured 


equipment, etc. We are not compelled to pay huge stock 


dividends, and do business on a smaller margin of profit. 


9 Only the very best of equipment is manufactured—no 
inferior materials or workmanship of any kind is toler- 
ated. Every piece of apparatus is unconditionally guar- 


anteed. 


3 Our electrical engineering department is in charge of 
men unexcelled in electrical engineering as applied to the 
production of X-Ray Equipment and the administration 


of the company is in the hands of skilled executives. 


4 As new improvements in X-Ray Apparatus are developed, 
we are quick to incorporate them in our line. When 
better equipment is made, Standard X-Ray Co. will 


make it. 


5 Standard X-Ray Co. has distributors in all principal 
cities, enabling the purchaser to obtain any service de- 
sired. However, Standard X-Ray equipment, like a good 
automobile, needs very little servicing —it is made 


RIGHT to start with and secondary costs are negligible. 


We shall be glad to send catalog or information on any 
X-Ray equipment that you might be interested in. 








STANDARD X-RAY CO. 


Pioneers of SAFETY in X-Ray Equipment 
1932-42 North Burling St. H 7-35 Chicago, Illinois 














banquet to the doctors of the staff and their wives. 

St. Joseph’s Hospital was established June 25, 1885, when 
four Hospital Sisters of St. Francis came to Chippewa Falls 
from Springfield, Ill. The new institution was furnished 
through a collection of $800 taken up among the residents 
of Chippewa, the only collection which has ever been made 
in the city for the hospital. In September of the same year, 
the small structure was found to be inadequate to meet the 
several demands made upon it and the present site was pur- 
chased. In 1888, the first brick building was constructed, and 
since then additions have been made to the institution from 
time to time. 

Bishop Awards Diplomas. In June, 14 nurses of St. Francis 
Hospital School of Nursing, La Crosse, were graduated at 
commencement exercises held at the Aquinas Auditorium. 
Dr. James E. McLoone was the principal speaker. His Ex- 
cellency, Most Rev. A. J. McGavick, bishop of La Crosse, 
conferred the diplomas and delivered a brief address, in 
which he stressed the importance of character in the nurse. 

Guild Observes Patron’s Day. On June 13, the Women’s 
Guild of St. Anthony’s Hospital, Milwaukee, observed Pa- 
tron’s Day. Open house was held in the afternoon, followed 
by a bridge and tea in the hospital parlors. 

Nursing Institute. During the week of June 17, the edu- 
cational committee of the Wisconsin State League of Nurs- 
ing Education in co-operation with the Bureau of Nursing 
Education of the State Board of Health, held a nursing in- 
stitute of supervision at St. Joseph’s Hospital, Milwaukee. 
At the opening session, a demonstration of the latest method 
of administering oxygen to a patient was presented. During 
the week, delegates witnessed demonstrations in all of the 
problems they meet. A demonstration in nursing principles 
and practices was given under the direction of Miss Rose K. 
Loerke, of St. Joseph’s Hospital, while Dr. Paul J. Mundie, 
assistant professor of sociology at Marquette University, 
Milwaukee, delivered an address in which he stressed the 
need of sociological training for nurses. A meeting also was 


| held at St. Mary’s Hospital and the County General Hospital, 


when public health nursing was discussed. 


(Concluded on Page 27A) 
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Sir Charles Bell, discoverer of 
human brain’s sensory and 
motor nerves 


nN 1829, Sir Charles Bell, Scottish 
ci Me received the Royal Soci- 
ety’s medal for his discoveries in physiol- 
ogy, said to be the greatest medical dis- 
coveries since Harvey proved the circu- 
lation of blood, two hundred years earlier. 

These discoveries, which he made in 
1807 and published in 1811, established 
the existence of sensory and motor nerves 
in the brain, including exhaustive re- 
searches on the cranial nerves . 


* * * 


Inspired by the untiring researches 
of Bell and others in blazing the way 
to surgical progress, Miller has de- 
voted more than 40 years to perfect- 
ing Miller Anode Surgeons’ Gloves. 


MILLER RUBBER COMPANY, 


eke 





EXTRA TOUGH TO WITHSTAND 
REPEATED STERILIZATIONS 


Made of latex (pure rubber milk) 
by special Anode process, and 
cured through and through under 
steam pressure, Miller Anode 
Gloves are thin, tough, live rubber, 
strong enough to provide a wide 
safety margin. They retain their 


rugged elasticity and resist deterio- - 


ration through age to a remarkable 
degree. With care, they should 
stand up under more than twice as 


INC., 


40 years’ research behind Miller Anode Surgeons’ Gloves 


AKRON, OHIO 


many sterilizations as ordinary 
surgeons’ gloves. 

In addition, Miller Anode Gloves 
have a “frosted’’ non-slip surface, 
giving a firm grip on wet in- 
struments, slippery sutures and 
viscera. Uniform in size, weight, 
gauge, shape, Miller Anode Gloves 
give almost bare-hand sensitivity. 
“Nature” shape insures comfort- 


able wearing. 
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A “simple twist of 
the wrist’ inflates 
each glove like a 
toy balloon. The 
slightest pin-hole 
is quickly discov- 
eredand that glove 


discarded. 





ONE PAIR EVERY 10 SECONDS! 


Every minute of every working day last year six pairs of 
Wilson gloves of real liquid latex went across these tables 
for final inspection and were packed for shipment to Wil- 
son dealers and by them to surgeons and hospitals all 
‘round the world. 
With the perfection of Wilson processes for handling gen- 
uine liquid latex was started the steady march to present 
popularity for WILTEX Surgeons’ Gloves. 
Surgeons who have tried WILTEX 
continue to use them. Hospital 
superintendents looking for real 
satisfaction and economy, insist 
upon them. 
Try WILTEX with Firmhold Finish next 
time you buy Surgeons’ Gloves 


The 
WILSON 
courceor})})/RUBBER Co. 


SVRGEONS Specialists in Rubber 


_ oves 


CANTON, OHIO 
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One of the Best Investments 
You Can Make 
Is the Purchase of 
Horner High Quality 
All Wool Hospital Blankets. 


Your guarantee of lasting satisfaction ! 





Let us help you with your Blanket Re- 


quirements 


Write us in connection with 


any Blanket Problems you may have — it 
will be a pleasure to be of assistance to you. 


Horner Brothers Woolen Mills 


Eaton Rapids, Mich. 
Founded 1836 























a. CLINICAL CHART DESK. Furnished in a 
variety of sizes to fill demands in large or small wards. 
Capacity ranges from 15 to 50 patented noiseless alum- 
inum book form chart holders—visible at a glance—in- 
stantly removable. Equipped with plate glass top and 
rubber tired casters. Standard finish white enamel lacquer. 
Other finishes available. Write for complete catalog on 
Metal Hospital Furniture. 


LINE MANUFACTURED BY 


F.O. SCHOEDINGER 


OHIO — 





COLUMBUS ; 














Always SWIVEL. and ROVE 


Note the DOUBLE Ball-Bearing SWIVEL which 
assures easy swivelling and rolling, thus saving 
Floors, Floor Coverings and Furniture. 
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Write for 
full descriptive 
literature 


DARNELL 
CASTERS 


and Noiseless 


GLIDES 


— are constant companions in 
economy—effecting savings year 
after year in Hospitals where not 
only QUIETNESS of operation 
is essential, but where ultimate 
cost must be considered. 


Darnell Double Ball-Bearing 
Casters are known as Lowest- 
Cost Casters, “reducing the over- 
head that is underfoot” to a 
minimum. Once installed they 
offer trouble-free operation for 
an unbelievable period of time. 
Made in light, medium and 
heavy-duty types with rubber- 
tread wheels for every hospital 
service. 


DARNELL CORPORATION, Ltd. 


P. O. Box 2008 P. Sta. B 


Long Beach, Calif. 


Sales Offices in all principal cities 
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On Sunday, June 30, the Feast of St. Paul, two young 
ladies of St. Joseph’s Hospital, made their first Holy Com- 
munion. The solemn high Mass was celebrated by Rev. 
John Mingen, chaplain of the hospital, who had baptized the 
two communicants the previous day. During the past two 
years, eleven students of the school have been received into 
the Church. 

During August, the school of nursing will send five dele- 
gates to the Summer School of Catholic Action at St. Louis, 
Mo. The school is conducted for two weeks, and during this 
time the nurses will be the guests of the Franciscan Sisters 
of St. Anthony’s Hospital, St. Louis, who also conduct the 
Milwaukee hospital. 


Hospital Installs New Equipment. St. Catherine’s Hospital, 
Kenosha, recently installed a new deep-therapy X-ray ma- 
chine of 200,000 volts. The new machine is said to be equi- 
valent to one million dollars worth of radium, and it is 
pointed out that where radium has been applied, it was sel- 
dom ever possible to exceed $50,000 worth, which is a small 
portion of the new machine. The machine is entirely shock- 
proof, and due to its large capacity, treatment time has been 
shortened to about one fifth of the time necessary with the 
usual deep-therapy machine. There is also an improved ven- 
tilating system, which removes all gases from the air, con- 
tributing greatly to the efficiency of treatment and the pa- 
tient’s comfort and safety. 


Indiana 


New Library. A reorganized and rehoused library will serve 
the students of the School of Nursing of St. Mary’s Hos- 
pital, Evansville. The library now adjoins the main classroom. 
St. Mary’s Hospital is in charge of the Sisters of Charity of 
St. Vincent de Paul. 
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AN INTERESTING SCENE AT ST. VINCENT’S ORPHANAGE 
SAN FRANCISCO, CALIFORNIA 
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To keep 


the anesthetic localized 
‘In minor operations 


| @ Simultaneous adminis- 
tration of Armour’s Supra- 
| renalin (Epinephrine) and 
| alocal anesthetic, in minor 
| operations, checks absorp- 
| tion of the anesthetic into 
| the general circulation by 
causing a constriction of 
the capillaries in the area. 
Thus the anesthetic is lo- 
calized and actsmoreeffec- 
tively. Suprarenalin and 
the anesthetic may be 
mixed together, or the 
Suprarenalin adminis- 
tered before or after the 
anesthetic as the case re- 
quires. Suprarenalin will 
at the same time reduce 
hemorrhage. If necessary, 
it can be used to produce 
an almost bloodless field, 
by increasing the amount 
used. 
Armour’s Suprarenalin 


(Epinephrine) is the as- 
tringent, hemostatic, and 
— ~~ of the 
uprarenal Gland. The 
1:1000 solution is water- 
white, stable, non-irritat- 
ing, and entirely free from 
chemical preservatives. 
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Headquarters for Medicinals 
of Animal Origin 


The Armour Laborstories manufacture 
a variety of organotherapeutic products 
which are characterized by dependable 
potency. This dependability is ied on 
the freshness of the raw material at the 
time the extraction process is started, on 
the careful choice of glands, on the strict 
adherence to rigid standardizations, on 
the extreme care taken with every step 
of the processing, You can have confi- 
dence in the potency of your prescrip- 
tions when you specify Armour’s. 


The following Suprarenalin (Epinephrine) preparations of the 


Armour Laboratories are now available: 


Suprarenalin Solution 
Suprarenalin Solution 
Suprarenalin Ointment 


1:1000 1 oz. bottles 
1:1000 1 cc. ampoules 
1:1000 tubes 


THE ARMOUR LABORATORIES, U. S. Y., CHICAGO 
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Canada 

A Notable Record. Mr. Francis Céte, a young Catholic 
student of the medical faculty of the University of Toronto, 
Ont., has achieved one of the most remarkable records in the 
history of the institution. Mr. Céte, who is only 24 years old, 
has won five awards, the faculty of medicine gold medal, the 
Ellen Mickle Fellowship, the Chappel Prize in clinical sur- 
gery, the William J. Hendry Scholarship in obstetrics and 
gynecology, and the Ontario Medical Association prize in 
preventive medicine. Last year, Mr. Céte won a scholarship, 
which will enable him to take a postgraduate course in sur- 
gery at Leeds University in England. 

King Honors Physician. Dr. Allan R. Dafoe, physician to 
quintuplets, has been made an officer of the Order of the 
British Empire by King George. 

China 

Plane Aids Sister’s Recovery. When the Sister Superior of 
St. Louis Catholic Hospital at Nanchang, became seriously 
ill, the airplane was instrumental in saving her life. It was 
possible for Dr. Santelli, eminent surgeon of Shanghai, to 
reach Nanchang, via Kiukiang, in a few hours, where the 
Journey by land requires four days. 3 


Germany 

Visit of German Physicians. Dr. P. Strerath, of Cologne, 
Dr. Peter Balkhausen, of Trier, and Dr. Margaret Hattemer, 
of Frankfort, are at present in the United States studying 
American methods of hospitalization. Dr. Strerath is a 
brother of the late Rev. Frederick Strerath, S.J., who died 
in 1910 at Buffalo, N. Y. 

California 

Graduate Wins Scholarship. Miss Alice C. Prette, of Oak- 
land, a graduate of the class of 1935 of St. Joseph’s Hos- 
pital, San Francisco, has been awarded the first “Ella M. 
Comyns Scholarship.” This award was first offered in 1932 
by the late Ella M. Comyns, past grand president and grand 
treasurer of the Young Ladies’ Institute, for the purpose of 
assisting a member of the Institute in fulfilling her ambi- 
tion in the nursing profession. Miss Prette’s scholastic stand- 
ing while in training had been of the very highest, and, in 
addition, she had served as president of her class and as 
student-body president. 

Ex-Superior General Dies. Mother M. Bernard, former 
superior general of the united houses of the Sisters of Mercy 
of the California dioceses, died July 8, at St. Mary’s Hos- 
pital, San Francisco. She had spent more than 50 years in 
the Order. 

Connecticut 

Surgeon Dies. Dr. J. Murray Johnson, prominent surgeon 
of Bridgeport, was buried from the Sacred Heart Church of 
that city on July 4. Dr. Johnson had been a daily commun- 
icant for many years. 

Georgia 

Alumni Member Delivers Sermon. Rev. William D. 
O'Leary, S.J.. M.D., a member of the alumni of the Georgia 
School of Medicine, Augusta, recently delivered the bac- 
calaureate sermon to the graduating class of the school. This 
is the first time in the more than a century of history of the 
school that the baccalaureate sermon has been delivered by a 
member of the alumni. Father O'Leary, previous to his 


entrance into the Society of Jesus in 1925, had been a prac- 
ticing physician in Boston and New York. He is now a mem- 
ber of the New Orleans Province of the Order. 


Illinois 

Alexian Brothers. Brother Lubentius of the Alexian Broth- 
ers celebrated the silver jubilee of his religious profession on 
July 17 at Chicago. 

Indiana 

Superior’s Silver Jubilee. Sister Augusta, superior of St. 
Joseph’s Hospital, Logansport, on June 29 celebrated the 
25th anniversary of her entrance into the order of the Poor 
Sisters of St. Francis, Seraph of Perpetual Adoration. A 
solemn high Mass was celebrated by Rev. James Ott, C.Ss.R., 
of Chicago, a cousin of Sister Augusta. At noon, a dinner 
was served to near relatives and invited priests. In the eve- 
ning, a play was presented by the nurses. In honor of the 
occasion, the ladies of the hospital Sewing Circle served a 
luncheon and conducted a card party at their meeting on 
June 26, and on July 2, the Sisters gave a banquet to the 
medical staff of the hospital. 

Death of Chaplain. Rev. Julius F. Mattingly, chaplain of 
St. Francis Hospital, Beech Grove, died there on June 29. 
He was born in 1863 in Mattingly Settlement, near Zanes- 
ville, Ohio. 

Death of Young Nurse. Funeral services were held recent- 
ly for Miss Mary Josephine Stumpp, a graduate of the class 
of 1930 of St. Anthony’s Hospital, Terre Haute, who died as 
a result of injuries sustained in an automobile accident 
June 17. 

lowa 

Death of Sister Nurse. Sister M. Alacoque Plunkett, a 
former nurse at Mercy Hospital, Davenport, died recently at 
the institution. Sister Alacoque had been a member of the 
Sisters of Mercy, and had spent the greater part of her 
religious life at Davenport. 

Kansas 

Death of Veteran Sister. Sister M. Bonaventure, a nurse 
at Mercy Hospital, Parsons, died recently, following a heart 
attack. Sister M. Bonaventure, who was 78 years old at the 
time of her death, had been a member of the Sisters of St. 
Joseph for 45 years. 

Death of Former Nurse. Following an illness of several 
weeks, Sister M. Robertine died at St. John’s Hospital, 
Salina. Sister Robertine had been a member of the staff of 
St. Joseph’s Hospital, Belvidere, Ill., for 15 years, but for 
the past 10 years had been stationed at Marymount College, 
Salina. 

Death of Dominican Sister. On June 14, Sister M. Dolores, 
of St. Rose Hospital, Great Bend, died at the institution, 
following a long illness. Sister Dolores had been a member 
of the Order of St. Dominic for several years, and had 
served as a registered nurse during most of this period. 


Minnesota 
Death of Woman Physician. Funeral services were held 
recently at St. John’s Church, Mankato, for Dr. Helen H. 
Hielscher, who died recently at St. Joseph’s Hospital here. 
Dr. Hielscher was one of the state’s first women physicians, 
who, together with her sister was co-founder of Mankato’s 
(Continued on Page 30A) 
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IS DEPENDENT ON YOUR CARE. ONLY THE PUREST MATERIALS 
SHOULD BE USED ON BABIES TENDER SKIN 


ANTISEPTIC OL | 


protects the baby from rashes, infections and other serious skin troubles. It is pure, antiseptic, 
healing, soothing and not sticky or greasy. A great improvement over Olive Oil and other prepar- 
ations formerly used by Hospitals in the care of the infant. 


BABEOLEUM 


THE PERFECT BABY SOAP 


has wonderful lather qualities, is mild and inactive and has a velvety effect that is very soothing 
to the skin. Its absolute neutrality renders it safe to use on the tenderest of skins. 


CHEMICAL Nt a AV O 


DUBUSU 


INC. 
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Do You Act 


TAILORED UNIFORMS 
and HOSPITAL APPAREL 


On Facts? 


If so, you will probably accept a larger class of Student 
Nurses this Fall than you have for several years — due 
to the fact that bed occupancy is showing a decided 
increase. 

Here is another impressive fact: 19 out of every 20 
hospitals who specify Snowhite Training School Uni- 
forms and Hospital Apparel for the first time, continue 
to buy them year after year. 


If such facts interest you, we will gladly submit sample 
apparel, and quote on your needs, so that you may be 
guided by facts that will save you money on your 
purchases. 


Snowhite Garment Mfg. Co. 
2880 N. 30th St. Milwaukee, Wis. 
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first maternity hospital. At the time of her death, she was 
a member of the State Board of Health, the only woman 
ever to be a member of this Board, having been appointed 
by the Governor in 1932. She was also the founder of the 
Minnesota American Legion Auxiliary. 

In addition to her many duties, she took an active interest 
in the future of adult education, and was a historian and 
writer. Previous to her death, she had been preparing to 
publish a history of the Order of the Good Shepherd in 
St. Paul, of which her sister, Mother St. Rose, who died two 
years ago, had been a member for 45 years. 

Death of Chaplain. Funeral services were held June 21 for 


| Rev. E. J. Steinach, chaplain of St. James’ Hospital, Per- 


ham, who died recently at the institution. His Excellency, 
Most Rev. Joseph F. Busch, D.D., bishop of St. Cloud, 


officiated at the solemn requiem Mass. 


Veteran Hospital Superior Dead. Mother Madeleine Lyons, 
a member of the Sisters of St. Joseph, died recently at St. 
Mary’s Hospital, Minneapolis. Mother Madeleine, who en- 
tered the order in 1885, came to St. Joseph’s Hospital, St. 
Paul, in 1895, as assistant to Mother Bernardine. Five years 
later, she went to Fargo, N. Dak., to open St. John’s Hos- 
pital, where she remained as superior for 18 years. In 1918, 


| she came to St. Mary’s Hospital, Minneapolis, where she 


remained until 1924. She was then transferred to Lewiston, 
Idaho, to take charge of St. Joseph’s Hospital. In September, 
1930, she returned to St. Mary’s at Minneapolis, but in 
September, 1933, ill health forced her to retire to St. Mark’s 
convent, where she remained until her death. 
Missouri 

Medical Student Wins Prize. The Dean’s Prize, awarded 
annually by the School of Medicine of St. Louis University, 
St. Louis, for the best paper submitted by a senior during the 
school term, has been won by Charle$ J. Prochaska, who 
received his M.D. degree from the University at this year’s 
commencement. Dr. Prochaska, on July 1, began his intern- 
ship at St. Alexis Hospital, Cleveland, Ohio. 


New Jersey 

Elizabethan Sister Dies. Sister Mary John (McDonough), 
of the Sisters of Charity of St. Elizabeth, died at St. Eliza- 
beth’s Hospital, Elizabeth, on July 1. She had been convalesc- 
ing from an illness at St. Joseph’s Hospital, Paterson, and 
was visiting with her sister, Sr. M. Wilhelmina, superior of 
St. Elizabeth’s Hospital, on her way to the mother house 
for the annual retreat. 

Sister Mary John was born in New Brunswick, N. J. She 
had completed her forty-eighth year in religion. Three of 
her sisters — Sr. M. Irmina, present superior of St. Joseph's 
Hospital, Paterson; Sr. M. Wilhelmina; and Sr. M. Avita 
joined her in the New Jersey community. Sister M. Avita 
died a year ago. 

New York 

Death of Specialist. His Eminence Patrick Cardinal Hayes 
presided at the solemn requiem Mass, held at St. Patrick’s 
Cathedral, New York City, for Dr. Cornelius J. Tyson, 
New York City, who died June 28. Dr. Tyson, a specialist 
in internal medicine, had been president of the medical 
board and director of the medical division of St. Vincent’s 
Hospital, New York City. For several years, he had been 
clinical professor of medicine at Bellevue Medical College 
and consulting physician to French Hospital, Manhattan. 

Death of Maryknoil Sister. Funeral services were held 
June 11, at the mother house of the Maryknoll Sisters, Os- 
sining, for Sister M. Frederick, who had been a nurse in the 
Philippine Islands for eight years. Sister Frederick entered 
the Order in 1921, and following her profession was assigned 
to the school of nursing at Providence Hospital, Seattle, 

(Continued on Page 32A) 
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HANDS DIP into the basin—they’re 
WHEN y UR raised, and liquid flows down the fore- 
arm. Alcohol is doing a job of antisepsis 
PREPARE FOR A —a job that must be done well. 

Everclear Alcohol always does its 
work well. In antiseptic solutions, for 
SERIOUS OPERATION sterilizing, for rubbing, in your phar- 
macy or laboratory, you can have con- 
é fidence in it. Conveniently located 

There’s Safety in Everclear Alcohol sources assure a dependable supply. 
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EVERCLEAR ALCOHOL 


a Re American: Distilling Company 
elling Agents for AMERICAN COMMERCIAL ALCOHOL CORP. 
495 Lexington Avenue. New York, N. Y. 
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Curl or Harden 
When Sterilized 


TERILIZATION is the final test to determine 

S the real worth of hospital pads. What the pads 

are like when you first unpack them may be 

one thing — but what they are like after they are 
sterilized is the deciding factor. 


Kenwood Pads not only LOOK good in the case, 
extend their promise of goodness when you unwrap 
them and examine the filler, but they give conclu- 
sive evidence of their goodness when subjected to 
sterilization. 


You will notice that they do not warp but come 
right back into shape. The individual sheets do not 
curl or harden. The filler is just as soft, light, 
white and airy as before. Unusual pads! Cool, 
comfortable, ventilated, more absorbent! Where is 
a pad that compares? 


And in spite of their unusual quality, Kenwood 
Hospital Pads not only cost no more than ordinary 
pads, but in the long run will save you money. 


WILL ROSS, INC., Wholesale Hospital Supplies 
779-783 N. Water St. Milwaukee, Wis. 


KE OD 


PADS 
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Wash. Following her graduation, she went to Manila, where 
she remained until a few months ago, when she was obliged 
to return to Providence Hospital for an operation. Sister 
Frederick is survived by a sister, Sister Marie de Lourdes, 
also a member of the same Order, who has been stationed in 
South China and the Philippines. 

Death of War Worker. Funeral services were held recently 
at the Church of Notre Dame, New York City, for Mrs. 
Harriet Bard Squiers, who died recently at St. Luke’s Hos- 
pital. Mrs. Squiers was well known for her work in France 
during the world war, having been awarded the French Croix 
de Guerre for service as head of a war hospital at Mont- 
mirail on the Marne, and for bravery in caring for the 
wounded in the battle of Chateau Thierry. Mrs. Squiers 
built the hospital at Montmirail, financed it, and was active 
in its management. The citation accompanying the Croix de 
Guerre decoration stated that she and two assistants cared for 
more than 600 wounded soldiers at the Battle of Chateau 
Thierry, and that, under fire, she went to the French military 
staff for medical and surgical assistance. 

Veteran Sister Dies. Sister Mary Zita (Golden) of the 
Sisters of the Third Order of St. Francis, died July 6 at St. 
Mary of the Angels Convent, Williamsville. Sr. Mary Zita 
was 80 years old and had spent more than 50 years as a 
religious in hospital and charity work. She was born in Pitts- 
ton, Pa. 

Ohio 

Golden Jubilee of Sister..On June 24, Sister Anastasia 
Ruhl, of the Sisters of St. Francis, observed her 50th an- 
niversary as a Religious, when she renewed her vows at a 
special Mass of Thanksgiving, celebrated at the chapel of 
St. Clara Convent, Hartwell, by Rt. Rev. Msgr. Raphael 
Markham. Sister Anastasia had served in hospitals operated 
by the Order at Covington, Ky., Hoboken, N. Y., and 
Quincy, Ill. She had served at St. Mary’s at Quincy for 
thirty years, but at present she is stationed at the infirmary 
of the mother house. 

Twenty-Ninth Annual Commencement. On May 24, the 
29th annual commencement exercises of Mount Carmel Hos- 
pital School of Nursing, Columbus, took place. Very Rev. 
Msgr. Coburn presided and conferred the diplomas. A pro- 
gram of organ music followed, and Solemn Benediction con- 
cluded the exercises. 

Death of Chaplain. Rev. John A. Sidley, chaplain of St. 
Elizabeth’s Hospital, Youngstown, for more than 17 years, 
died suddenly during the night on July 11. Father Sidley was 
born in South Thompson, April 24, 1865. 


; Pennsylvania 

St. John’s General Hospital, Pittsburgh. Annual commence- 
ment exercises were held June 11 for senior students of the 
school of nursing. Dr. James A. Lindsay, a member of the 
staff, presided at the exercises, while the principal address 
was delivered by Rev. Michael J. Brannigan, C.S.Sp., vice- 
president of Duquesne University. Mr. Frank W. Ittel, a 
member of the board of directors, presented the diplomas. 
Miss Helen McDonough, president of the Alumnae Associa- 
tion, presented the class pins, and Dr. W.S. Langfitt, F.A.C.S., 
awarded the prizes. Rev. Raymond Balko, O.S.B., of St. 
Vincent’s Archabbey, rendered several musical selections. The 
program was concluded with the presentation of college cred- 
its by Very Rev. J. J. Callahan, C.S.Sp., president of Du- 
quesne University. 

Washington 

Death of Sister Nurse. Funeral services were heid recently 
in the chapel at Mount St. Vincent, Seattle, for Sister M. 
Bibiana Trondlin, a member of the Sisters of Providence 
since 1892. Sister Bibiana had been stationed at St. Vin- 
cent’s Hospital, Portland, Oreg., for several years and later 
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at other institutions of the Order in Washington and Oregon. | 
In 1933, she was obliged to retire to the mother house at | 
Mount St. Vincent, where she was in charge of the infirmary. 

Graduating Class Entertained. Students of St. Elizabeth 
Hospital, Yakima, recently entertained the graduating class 
at a banquet, held at a downtown hotel. 





| 


| 
Wisconsin 

Medical Professor Dies. Dr. Anthony J. Caffrey, 64, a 
former professor at Marquette University School of Med- 
icine, was buried at Milwaukee on July 13. Dr. Caffrey was 
born in 1871. He was a regular contributor to the Journal of 
the American Medical Association and the author of two 
books on medical subjects. 

Sister Visits Mother House. Sister M. Lydia, of St. Jos- 
eph’s Hospital, Ashland, recently returned to the institution, | 
following a visit at the mother house of the Order in Don- | 
aldson, Ind. 

New Unit. St. Joseph’s Hospital, Marshfield, has razed the | 
old three-story center portion of its building and replacing it 
with a modern, five-story fireproof structure. 

New Addition. St. Mary’s Hospital at Rhinelander, is 
erecting a 4-story addition to include an emergency unit, | 
three operating rooms, and X-ray rooms. 

Adds New Story. St. Mary’s Hospital, Wausau, is adding 
a fourth floor and a new roof to its present building. 


Washington, D. C. 

Death of Dr. Kenna. Dr. William M. Kenna, senior med- 
ical officer of St. Elizabeth’s Hospital, Washington, D. C., | 
a government institution for mentally disabled soldiers, died | 
on July 1. Funeral services were held at the Catholic Church | 
at Fort Myer. 
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Sexton Announces Change in Canned Foods for 
Restricted Diets 

John Sexton & Co. have for many years featured a com- 
plete assortment of canned foods packed without sugar or 
seasoning for use in the diet of diabetics. The high quality 
of these foods early earned for them the approval of the | 
American Medical Association. 

In keeping with the modern trend of treatment for diabetes 
which allows for a higher carbohydrate diet, Sexton is intro- 
ducing their new line of canned fruits packed in the juice 
taken from additional fruit of the same kind instead of in 
water as heretofore. This new method of packing, which only 
slightly increases the carbohydrate content, makes the fruit 
much more palatable. 

No change will be made in the canned vegetables other 
than in the label, both Alp Rose Canned Fruits and Canned 
Vegetables hereafter will be labeled Sexton High Quality 
Foods for Restricted Diets and will be packed under a green 
and white label. 


Alcohol in the Hospital 
A booklet explaining the various kinds of alcohol used in 
the hospital has been prepared by the Commercial Solvents 
Corporation of Terre Haute, Ind., manufacturers of Ross- 
ville Alcohol. The booklet also discusses the many uses of 
this most useful drug and states the proper strength for best 
results. 





| 
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Nothing but Septisol 


Touches 


the Hands 


For absolute surgical cleanliness in scrubbing the hands, 
you can depend upon SEPTISOL Liquid Soap and Dis- 
pensers. Nothing touches the hands except the right 
amount of soap. SEPTISOL Dispensers are operated by 
pneumatic pressure with the foot. Used in leading hos- 
pitals for eliminating all dangers of hand infections—for 
economy and convenience. SEPTISOL Soap leaves the 
hands soft and pliable, too. Made of strictly pure olive, 
cochin cocoanut and other fine vegetable oils expressly for 
surgeons. 


VESTAL CHEMICAL LABORATORIES 
ST. LOUIS, U.S. A. 


SEPTISOL Dispensers are made in floor 
and wall types, single anddo ble. Simple, 
too. No intricate mechanism to get out 
of order. Non-corrosive. Dripless. Write 
for literature today. 





SOAP AND DISPENSERS 
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BECAUSE IT’S MADE WITH 


Olive Oil 


... PALMOLIVE SOAP IS 
KIND TO TENDER SKIN 


| CERTAINLY 











OU know how tender sick people’s skin often 

gets... how “‘touchy.’’ Even the extra rub- 
bing necessary with a soap that is slow to break 
into lather becomes an aggravation. 

That’s one important reason why Palmolive is 
such a favorite in hospitals. For, in addition to being 
as gentle and pure as soap can be made, it is famed 
for the speed with which it bursts into extra-gener- 
ous lather... lather that always leaves the skin 
refreshed and soothed, thanks to Palmolive’s special 
blend of olive and palm oils. 

If you were to ask your patients what soap they'd 
like to have, you'd probably find that a majority of 
them—men and women both—would say ** Palmolive.” 
For this fine, hard-milled, freshly fragrant cake is 
by far the world’s favorite toilet soap. 

Another big point in Palmolive's favor is its price. 
With all its better quality and greater popularity, it 
costs no more than less favored brands. In fact, you'll 
find it possible to provide Palmolive for your wards 
and staff—as well as in private rooms—without in- 
creasing your soap costs. And your nurses and in- 
ternes will be particularly grateful for it. 
Why not find out how little it costs to 
provide Palmolive? Ask your Palmolive 
representative, or write direct to us for 


prices on the sizes and quantities you 
buy. There’s no obligation. 





105 Hudson St., Jersey City, N. J. 
CHICAGO KANSAS CITY SAN FRANCISCO JEFFERSONVILLE, IND. 
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of this subject will find that data and particularly the view- 

points of this article of special importance. Other articles in this 

same number present studies on rabies statistics, on the clarifica- 
tion of malarial guides and on milk hygiene. 

A special number, January, 1935, of the Quarterly Bulletin, 
presents a report of the Permanent Commission on Biological 
Standardizaticn and a report of the Conference on the Stand- 
ardization of Sex Hormones. These highly technical papers are of 
greatest importance to our hespital pharmacies and while, for 
the most part the pharmacy takes for granted that a product 
sold by a reputable house is “standardized” yet the many prob- 
lems in the background of such standardization should neverthe- 
less be realized by the technical pharmacist. 

The numbers here referred to are a distinct contribution in 
their respective fields. —/.M.A. 

Medicolegal Cases 
Abstracts of Court Decisions of Medicolegal Interest 1926- 

1930. Edited by Wm. C. Woodward, M.D., LL.M. 1336 pp. 

American Medical Association, 535 North Dearborn Street, Chi- 

cago, Illinois, 1932. 

The columns of the Journal of the American Medical Associa- 
tion which each week present abstracts of medical-legal cases 
have proved of incalculable value to hospital administrators. 
Those who follow this column cannot but gain an indispensable 
insight irto prcblems with which the hospital executive must 
frequently deal. Moreover, they form a valuable agency for the 
development of cautions in the mind of the hospital executive 
and define for him in a pointed manner many of the problems 
with which he must deal in the routine transaction of business. 
The Americal Medical Association has done a great service not 
only to physicians but also for hespitals by gathering many of 
these abstracts together into one volume. There has just been 
issued a volume containing the abstracts published in the journal 
during the calendar years 1926 to 1930, inclusive. We quote from 
the preface, “The decisions abstracted concern all manner of 
human relations: malpractice and other civil wrongs, breaches 
of contract, insurance, workmen’s compensation acts, mental 
incapacity in its various relations, medical and dental licensure, 
crime, evidence, and so on. An effort has been made to have 
both the medical and the legal implications of each case easily 
understandable by all intelligent workers in medicolegal fields, 
even though they are without professional education in law or 
in medicine.” If the volume leaves anything to be desired it is 
perhaps how the index enables one to find readily the general 
subject with which a particular abstract deals. It is not analytical 
enough to give easy access to special phases of a particular prob- 
lem which may nevertheless be quite adequately discussed in the 
abstract itself. It is probable that a more detailed index and 
reference to synonymous terms would increase the usefulness of 
an already indispensable book of reference. — A.M.S., S.J. 

BOOKS RECEIVED 
Insurance 

British Experience with Unemployment Insurance. A Summary 
of Evidence taken by the Royal Commission on Unemployment 
Insurance. 

Part One—Economic and Historical Background of Unem- 

ployment Insurance. 41 pp. Monograph 7 in a Series on 

Social Insurance, May, 1932. 

Part Two— Extent and Character of the British Unemploy- 
ment Problem. 50 pp. Monograph 8 in a Series on Social 
Insurance, September, 1932. 

Part Three— The Provisions of the Acts (Scope, Contribu- 
tions and Benefits, and Conditions for Benefits). 74 pp. 
Monograph 9, in a Series on Social Insurance, December, 
1932. 

Part Four — Administration, Abuses and Anomalies. 75 pp. 
Monograph 10 in a Series on Social Insurance, January, 
1933. 

Part Five — Financial Aspects. 47 pp. Monograph 11 in a 
Series on Social Insurance, February, 1933. 

Part Six— Economic and Social Effects. 54 pp. Monograph 
12 in a Series on Social Insurance, March, 1933. 

(Concluded on Page 36A) 
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"Stay- Vleat” Aprons 


Be Save Costly Laundening 


This week Joan’s uniform will make an extra trip to the laundry. 
Today is her first in the dietetic laboratory and you know that it 
is simply impossible to concentrate on proteins and carbohydrates 
and still keep your uniform clean. 

Another laundering won’t matter so much to this Marvin-Neitzel 
outfit though because its “shrink-proof” Sanforized fabric is made 
to launder nicely without any change in size. 





There is just one suggestion we might make—and that is if the 
girls had been wearing the new Marvin-Neitzel “Stay-Neat” slip 
over apron, this extra trip to the laundry could have been avoided. 
We shall be glad to send a sample “Stay-Neat” apron to your 
school if you would like to see how practical it is. 


Marvin-Neitzel Corporation 


“Everything from Cloth for the Hospital and School of Nursing’ 


Troy, New York 
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AMERICAN 


.STERILIZERS 
.BEDPAN WASHERS 
.. DISINFECTORS 

.. WARMING CABINETS 


“AMERICAN” 


KNY-SCHEERER 


SURGICAL OPERATING TABLES 
OBSTETRICAL TABLES 
HAWLEY FRACTURE TABLES 
MARTLAND AUTOPSY TABLES 


All manufactured to the same exacting requirements which have 
made “American” sterilizers outstanding, and the 
choice of competent executives. 


AMERICAN STERILIZER COMPANY | 


HOME OFFICE..... ERIE, PA. 
ia ee New York Office: Chicago Office: 

RICAN 200 Fifth Avenue 1553 W. Madison Street 
COLLEGE or Boston Office: 851 Boylston Street 
SVRGEONS 
eee CANADA . . . Messrs. Ingram & Bell, Ltd. 
bes Toronto 


Montreal, Winnipeg and Calgary 
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tHE NEW PHONACALL 
ny HOLTZER-CABOT 


Mental relief and physical relax- 
ation are assured patients through 
the New Improved PHONACALL 
System. The two-way communi- 
cation of nurse and patient con- 
serves the time and energy of 
the nurse, while assuring the 
patient of every attention. 








The neat, compact, microphone 
only four inches high is portable, 
requires but little table space 
and may be placed conveniently 
at the bedside. Highly sensitive, 
this microphone will pick up 
voice and sound frequencies re- 
gardless of the direction in which 
the patient speaks. The voice of 
the nurse comes to the patient 
clear and modulated as though 
| she were in the room. The speak- 


er as shown is permanently lo- 
cated in the wall where it can 

| be used for radio entertainment 

GIVE THE PATIENT PROMPT ASSURANCE WITH PHONACALL 
IT SAVES TIME PAYS ITS WAY 


if desired. 
Write Dept. 35 for particulars 


THE HOLTZER-CABOT 


ELECTRIC COMPANY 
BOSTON 


Offices in all Principal Cities 








Pioneer Manufacturers of Hospital Signaling Systems 
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Health Insurance. A summary of some existing national plans 
to provide maintenance and medical care for the sick. 40 pp. 
Monograph 3 (Revised Edition) in a Series on Social Insurance. 
Metropolitan Life Insurance Company, New York, February, 
1933. 

Old Age Dependency. Some existing governmental plans for 
its relief or prevention. 32 pp. Monograph 2 (Revised Edition) 
in a Series on Social Insurance. Metropolitan Life Insurance 
Company, New York, March, 1933. 

The Problem of Old Age Dependency. Some observations on its 
relief and prevention. 47 pp. Monograph 13 in a Series on Social 
Insurance. Metropolitan Life Insurance Company, New York, 
December, 1933. 

Unemployment Insurance. A summary of Some Existing Gov- 
ernmental and Private Plans. 81 pp. Monograph 1 (Revised 
Edition) in a Series on Social Insurance. Metropolitan Life In- 
surance Company, New York, February, 1935. 

Jokes 

Still More Toasts. Jokes, Stories, and Quotations. Compiled by 
Helen M. Muiler. 505 pp. The H. W. Wilson Company, New 
York, 1932. $1.80. 

Medicine 

American Medicine. By Dr. Henry E. Sigerist. Translated by 
Hildegard Nagel. 316 pp. Illustrated. W. W. Norton & Company, 
Inc., New York, 1934. $4. 

Miscellaneous 

Convictions and Controversies. By Ralph Adams Cram, 
F.A.LA., F.R.G.S., Litt.D., LL.D. 282 pp. Marshall Jones Com- 
pany, Boston, Massachusetts, 1935. $2.50. 

Psychic Phenomena of Jamaica. By Joseph J. Williams, S.J., 
Ph.D., Litt.D. 309 pp. The Dial Press, New York, 1934. $2.50. 

Saint-Louis Beaujon. L’Evolution Hospitaliere a Paris 1607- 
1933. Administration Generale de L’Assistance Publique a Paris. 
Directeur General: Docteur Louis Mourier, Membre de 1!’Aca- 
demie de Medecine. Ancien sous-secretaire d’Etat au Service de 
Sante Militaire (1917-1920). Secretaire General: M. Albert 
Chenevier O. Docteur en droit. 

Psychiatry 

A Psychiatric Word Book. A lexicon of terms employed in 
Psychiatry and Psychoanalysis designed for students of medicine 
and nursing and psychiatric social workers. By Richard H. 
Hutchings, M.D. Fourth Edition. 212 pp. The State Hospitals 
Press, Utica, New York, 1935. $1. 

Religion 

Catholic Etiquette. A Manual of Catholic Practice. By Rev. 
William G. Butler. 57 pp. The Monitor Publishing Company, 
San Francisco, California, 1935. 

Reports 

Catholic Charities of the Archdiocese of New York. Report 
for 1934. 116 pp. 477 Madison Avenue, New York. 

The Social Science Research Council. Annual Report 1933- 
1934. 44 pp. The Social Science Research Council, 230 Park 
Avenue, New York, 1935. 

Sex Education 

An Introduction to Sex Education. By Winifred V. Richmond, 
Ph.D., Psychologist, St. Elizabeth’s Hospital, Washington, D. C. 
Illustrated. 312 pp. Farrar & Rinehart, Incorporated, New York, 
1934. $2.50. 

Travel 

The South American Handbook —1935. A year book and 
guide to the countries and resources of Latin-America, inclusive 
of South and Central America, Mexico, and Cuba. Edited by 
Howell Davies. Twelfth Annual Edition. 650 pp. Published by 
Trade and Travel Publications Ltd., 14 Leadenhall Street, Lon- 
don, E.C.3, England. Agents in the United States of America, 
The H. W. Wilson Company, 958 University Avenue, New 
York, N. Y. 

Journal 

The Medical World. A journal published on the first day of 
each month. Subscription rates: $1.50 a year in advance for the 
United States, Colonial Possessions and Mexico. Single copy 15 
| cents. Foreign countries $2 a year. The Medical World, 1601 
| Chestnut Street, Philadelphia, Pennsylvania. 
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The Mortuary... another hospital 
department served by Monel Metal 


N EVERY DEPARTMENT of 

the modern hospital, Monel 
Metal contributes to better 
methods of performing routine 
duties. 


You find Monel Metal demon- 
strating its advantages in kitch- 
ens and in sterilizers, in pan- 
tries and in operating rooms, in 
laundries and mortuaries. 

In the latter use, Monel Metal's 


immunity to rust, 


‘ 


its resistance to the 
corrosive conditions AON 


Rust-immunity 
and corrosion- 
resistance 
found especially 
useful here 


that exist in mortuary service, 
and the ease with which sanita- 
tion may be maintained are 
all essential qualities that make 
Monel particularly desirable for 


mortuary refrigerator fronts, 
slides and trucks. 


In addition, Monel Metal is 
structurally strong, not readily 
affected by wear or abuse, and 
its silvery sheen is solid all the 
way through...Detailed infor- 
mation is yours on call. Write. 


THE INTERNATIONAL 


NICKEL COMPANY, INC. 
67 WALL STREET, NEW YORK,N.Y. 


Monel Metal is a registered trade-mark ap- 
plied to an alloy containing approximately two- 
thirds Nickel and one-third copper. Monel Metal 
is mined, smelted, refined, rolled and marketed 
solely by International Nickel. 
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"5 years old 


but good as new’ 


not unusual for 


Such enduring quality has earned 
for Standard-ized Capes the rep- 
utation for being the most eco- 
nomical capes obtainable, 
regardless of price. 


When you feel of the firm all wool 
material and notice how skillfully 
it is tailored, you will not wonder 
at its unusual serviceability. 


Cape sent to your hospital 
on approval 


wer 








Manufacturers 
Catalog on request 











| Use SIGHT SAVING SHADES 


in your hospital 


pert be satisfied with any kind of light that 
happens to come in the window. Much of 
it only causes glare, which results in eyestrain 
for the patient and creates a nervous, tired 
condition that is not at all conducive to speedy 
recovery. Draper Adjustable Window Shades 
eliminate all this. With them all glare can be 
done away with. Only the necessary and restful 
top light is utilized. May we discuss this feature 
with you further? No obligation. 


For complete information, write 


Luther O. Draper Shade Co. 


Spiceland Indiana 











Eh (Patented) 


(ashs S) NAMES 


WOVEN 











| ost towels, mislaid sheets, wrongly used linen 
mean losses in money, in time, in orderliness, in 
sanitation, in good management. That is why more 
hospitals are constantly using CASH’S WOVEN 
NAMES to mark all linen and wearables of nurses, 
physicians, attendants. CASH’S NAMES identify 
instantly, prevent loss or misuse, cut replacement 
costs. Attached quickly with thread or Cash’s 
NO-SO Cement (25c a tube). 

Write us about your needs—whether institutional or per- 
sonal. Styles, samples and full information sent on request. 
Send 15c¢ for 1 dozen of your own first 
name and sample tube of NO-SO Cement. 


CASH’S 


165 Chestnut St., So. Norwalk, Conn., 
or 6219 S. Gramercy P1l., Los Angeles. 





STANDARD-IZED | 


CAPES 


1 Standard Apparel Company | 
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HOSPITAL LIQUIDS 


INCORPORATED 
CHICAGO 


Manufacturers of FILTRAIR SOLUTIONS 


PHYSIOLOGIC SALINE 0.85% - - RINGER'S 
SOLUTION - - HARTMANN’S SOLUTION 
DEXTROSE SOLUTION 5% — in Distilled Water 
DEXTROSE SOLUTION 5% 

in Physiologic Salt Solution 

DEXTROSE SOLUTION 10% 
in Distilled Water 

DEXTROSE SOLUTION 10% 
in Physiologic Salt Solution 

DEXTROSE SOLUTION 25% 
in Distilled Water 
Non-Pyrogenic 











Protein Free 

















The Abbey Press 
Since 1867 


LR 
UTS are easy to get into. 


a sharp turn in a new direction. 
a wheel, but you'll get out. 


The way to get out is 
You may break 


Hospital records not adapted strictly to your 
requirements are in a rut. Records which are 
turned out according to your direction may be 


had from 
THE ABBEY PRESS 
ST. MEINRAD - - - INDIANA 


S EFINITE — 


5604 Cedar Avenue Cleveland, Ohio | 





Do you realize that REFINITE soft water in the average 
| hospital will pay for itself from savings within two years’ 
time‘ 
The savings are made in the soap bill, the soda bill, and 
| in keeping the water heaters and pipes free from scale, 
therefore making the consumption of fuel much less. 
Write us for information as to how hospitals are obtain- 
ing REFINITE water softeners without any outlay in cash. 
See our Exhibit and Visit our Plant during the Convention 


THE REFINITE COMPANY 


| REFINITE BUILDING OMAHA, NEBRASKA 














| Do your nurses pray the Mass? 


Lhe Greatest Prayer: 
The MASS 


An inexpensive, beautifully illustrated, simplified prayer 
book containing Mass prayers which follow the liturgy 
closely in spirit and content. Each part of the Mass 
illustrated. Also includes prayers for Confession and 


Holy Communion. 10 cents 


BRUCE - MILWAUKEE 


























enn 
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BOOKS FOR NURSES 


For Your Training School 
ALL OF YOUR BOOKS FROM ONE HOUSE...SAVE TIME and MONEY 


Attention is called to our facilities for supplying Training Schools with all of their text 
books. We make a specialty of this part of our business and liberal discounts are allowed on 
these orders. 

In addition to our own publications and importations, we carry at all times the largest and 
most complete assortment of all books of all publishers, to be found anywhere in this country. 
This necessitates the carrying of only one account and our central location means lower 
shipping charges and a saving of several days time. 

All of our old customers are familiar with this splendid service and we want those who are 
not at present buying from us to try us this year with their Fall order. We know your “book 
troubles” will be at an end. 





Our New 1935-36 Catalogue of BOOKS FOR 
NURSES is now ready. Send for yours today. 











Chicago Medical Book Company 


The World’s Greatest Medical Book Store 




















HONORE and CONGRESS STS. CHICAGO 
U. S. Civil Service Mercy Hospital, Hamilton, Ohio 
Open competitive examinations are announced for Medical On May 13, 25 students of the school of nursing were 


Officers in the U. S. Civil Service; salary from $2,600 to graduated at exercises held at the Hamilton High School 
$3,800; applications to be filed not later than July 29, 1935. auditorium. 


o~ a A. _ a 
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LORETTO HOSPITAL, DALHART, TEXAS 
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PERSONNEL 
of 
CHARACTER 





M. BURNEICE LARSON, 
Director 


Credentials of candidates submitted by the Med- 
ical Bureau mean that the individuals are qualified 
to render satisfactory services for the position under 
consideration. Our approval is only granted after we 
have carefully checked the character, references, edu- 
cational background and efficiency of the individuals 
recommended. 


Many of the Sisters’ Hospitals consult 
with us regularly before employing addi- 
tional personnel and to the hospitals we 
make no charge for this service. 


The MEDICAL BUREAU 


3800 PITTSFIELD BUILDING 


Chicago Illinois 

















College of Saint Teresa 


Winona, Minnesota 


seeersernangaony 


Combined Course in Nursing and 
Liberal Arts Leading to the Degree 


of Bachelor of Science in Nursing. 


For particulars address 
THE SECRETARY 


tevevvansanensy rr syssragervvtmersecievaagy 07 0801100 














AnIndelible Marking Ink that 
WILL NEVER Wash Out 


APPLEGATE'S 


is the only ink that lasts full life of goods. 
(Heat Required) 

XANNO ink lasts many washes longer than 
any other ink NOT requiring heat. 

Both inks used with pen or machines. 


LOW PRICED MARKERS 
Costs on'y 3c per dozen for marking. 
Foot Power machine, $30. 

Hand power machine 20 
Send for catalog & sample impressions. 


APPLEGATE CHEMICAL CO., 5630 Harper Ave., Chicago, Ill. 


























Classified Wants 
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POSITIONS OPEN 





The Medical Bureau is organized to assist physicians, dentists, pradu 
ate nurses, hospital executives, laboratory technicians and dietitians in 
securing positions; application on request. The Medical Bureau (M 
Burneice Larson, Director), 3800 Pittsfield Building, Chicago. 





Zinser Personnel Service invites you to avail yourself of this service 
exceptional candidates from every branch of hospital service now 
seeking appointments, Write for complete credentials of available 
eandidates with your next vacancy. Zinser Personnel Service, 154) 
Marquette Bldg., Chicago, Illinois. 


NURSE PLACEMENT SERVICE 
8 S. Michigan Ave., Chicago, Ill. 


The Nurse Placement Service is organized to give a discriminating pro- 
fessional service. We furnish qualified nurses for all positions in 
Schools of Nursing, hospitals and allied institutions. If you desire 
professional advice we are able to give it. 


This service is maintained by the State Nurses’ Associations of Illinois, 
Indiana, lowa, Michigan and Wisconsin. 


Adda Eldredge, R.N. 
Executive Director 


Aznoe’s Central Registry for Nurses and National Physicians’ Exchange 
have listed attrective positions for Class A Physicians, Hospital Execu- 
tives, Nurses, Technicians, Dietitians, and other trained medica] per- 
sonnel. Appl.cation form on request. 30 North Michigan, Chicago. 


POSITIONS WANTED 


The Medical Bureau has available for appointments a great group of 
physicians, dentists, hospital executives, graduate nurses, laburatory 
technicians and dietitians. All credentials have been painstakingly 
investigated. If you have vacancies on your medical or nursing staffs, 
write for biographies of qualified applicants. The Medical Bureau 
(M. Burneice Larson, Director), 3800 Pittsfield Building, Chicago. 


Aznoe’s Central Registry for Nurses and National Physicians’ Exchange 
offer without charge to employing executives, service in securing care- 
fully investigated Class A Physicians, Hospital Executives, Nurses, 
Technicians, Dietitians, and other trained medical personnel. 30 North 
Michigan, Chicago. 


MARKING INK 





Payson’s Indelible Ink applied with common pen or Payson’s Rubber 
Stamp Outfit makes impressions which outlast the goods. Sold direct 
to hospitsIs by the manufacturer. Payson’s Indelible Ink Co., North- 
ampton, Mass. 


HOSPITAL AND CLASS PINS 





Pins and rings specially for you, direct from our factory. Low whole- 
sale prices. Special designs and catalog on request. We have been 
manufacturing “Jewelry of the Better Sort” for thirty-seven years. 
J. F. Apple Co., Inc., Lancaster, Pa., Dept. H 


DIPLOMAS 


Diplomas—For nurses or internes—one or a thousand. Also smal] size 
in leather wallet. Ames & Rollinson, 206 Broadway, New York City. 


MAJESTIC RANGES AND REPAIRS 
WRITE FOR “OUR” PRICES. 


MURPHY HOTEL SUPPLY COMPANY 
2134 Delmar Blvd., St. Louis, Mo. 


EDUCATIONAL 


Medical Records Training Class 
for hospital and clinie record librarians and medical secretaries. 
Six months’ teaching and working course in hospital and clinics—$50.00. 
Simple anatomy, medical terminology; medical dictation. 


Standardized Hospital Medical Records. 


Standard Nomenclature: classification of diseases. 
Frances Benson, formerly of Bryn Mawr. 

New York Infirmary for Women and Children 
Stuyvesant Park East, New York City. 
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OF INTEREST TO BUYERS 


(Concluded from Page 39A) 


De Puy Reducing Frame 

The De Puy Reducing Frame shown in use on this page is 
constructed of aluminum, except for the chromium-plated 
steel bows which hold wire or pins. Each bow rests on the 
aluminum base which can be adjusted quickly to accommo- 
date the length of the leg. A wheel at the lower end of the 
frame permits fine adjustment. The bows mey be individually 
rotated. angulated, and extended to hold the fragments in 
exact position. The apparatus also provides easy access for 
medical treatment of the wounds. 





THE DE PUY REDUCING FRAME 


An Improved Germicide 

The Midland Chemical Laboratories, Inc., of Dubuque, 
Iowa, have just placed on the market a new germicide which 
promises to be quite popular. The new germicide does not 
irritate the skin, nor burn human tissue, even in concentrated 
form. 

The manufacturers claim that this new germicide, known 
as Germolyptus, is seven times as strong in germ-killing 
power as carbolic acid. 


A New Sales Director 

Charles S. Brown, who for many years past has been in 
charge of the St. Louis office of the Scanlan-Morris Com- 
pany, has tendered his resignation and has assumed his new 
duties with the Westinghouse X-Ray Company. Mr. Brown 
will be remembered by many of the Sisters in the central 
and southern sections of the United States. His long affilia- 
tion with the Scanlan-Morris Company has brought him into 
contact with large numbers of hospital people. His new posi- 
tion is that of Sales Director of the New York Office of the 
Westinghouse X-Ray Company. 


Program of Commencement Activities 

The fifth annual commencement exercises of St. Mary’s 
Hospital School of Nurs:ng, Port Arthur, Texas, were held 
recently for a class of ten lay students and one Sister. The 
program opened with a so‘emn high Mass, celebrated at St. 
James Church. Rev. Paul Pieri delivered the sermon, which 
was followed by the Nightingale Pledge. At noon, a banquet 
was held at the nursing school in honor of the graduates. 
At 4 p.m., a tea was hed on the hospital roof garden. 

The following evening, the graduation exercises opened with 
a processional of the graduates on the hospital grounds, which 
terminated in the crowning of the Blessed Virgin. The ad- 
dress to the graduates was deiivered by Rev. Father Londer- 
gan, of Beaumont, Texas. A program of vocal and instru- 
mental music followed. Rev. J. M. Kirwin delivered the bac- 
calaureate address and Rt. Rev. Msgr. E. A. Kelly, of Beau- 
mont, presented the diplomas. 
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COTTON BALLS 


@ Made by machine, these J & J Cotton Balls are uni- 
form in size and weight. Their widespread use in large 
hospitals indicates their superiority over the old-fashioned 


hand-made variety. One large New York institution uses 






millions of them annually. They are more economical 






than hand-made balls. Made of the best quality hospital 







cotton. 


The large size J & J Cotton Balls 


are widely used in obstetrical 







work. 


Large Size: 1000 in a box. 
Medium Size: 2000 in a box. 


af ot Small Size: 5000 in a box. 




















NEW BRUNSWICK, N. J. CHICAGO, ILL. 


SURGINE 
NAPKINS 


Covered with Surgine, the 
new lower-cost gauze. Sup- 
plied with either cotton or 


cellulose filler. 





“SNAP-OFF” Bandage Rolls CHUX Disposable Diapers 
Non-raveling. Cut to individual widths. Wrapped in 10 yd. x 36” Practical, economical. Used in leading maternity hospitals. Chux 
rolls. “Snap-Off” Rolls are priced the same as uncut rolls. Disposable Diapers eliminate the laundering problem. 








